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View of Works No. 2, Spray Pump and Brass Work Department, 
Adjacent to the Main Works and Power Pump Department, 
(shown in the birdseye view opposite the title page), and 
connected thereto by our own private 
railroad switch track. 




ANNOUNCEMENT 


IS is well known to the trade, “Hand and Power 
Pumps for All Uses” is our slogan. In our general 
catalogue are shown nearly all the styles of Pumps 
we make, but as there are three general classifications, 
we issue the following three separate catalogues so each line 
may receive proper attention: 


I 


1. General Catalogue No. 22 describing our House Pumps, 
Well and Wind Mill Pumps, Plumbers* Pumps, Hydraulic 
Rams, etc., of which this catalogue is an example. These 
pumps are usually designated as our “general** line. 

This catalogue also contains partial list of our Spray 
Pumps and of our Power Pumps. 

2. Power Pump Catalogue “ H ** describing our Triplex 
and Deep Well Power Pumps, Rotary Pumps, Centrifugal 
Pumps, Cylinders, etc. This catalogue is very complete. 

It is printed on fine paper and is profusely illustrated 
with half-tone engravings. 

3. Spray Pump Catalogue which contains 32 pages and a 
12-page spraying chart, giving complete formulas and 
directions for using. A new edition of this Catalogue 
is issued each year, usually showing some new articles 
in the line of Spray Pumps and Appliances. 

A 16-page supplement showing new goods which we 
have placed upon the market since this General Catalogue 
was printed, is inserted at page 140. 

We are at work on a new edition of the general catalogue 
embracing all of our lines, to be illustrated with half-tone en¬ 
gravings, and we assure you it will be complete in every way. 

Meantime send for special circulars, booklets or bulletins 
of what you may be interested in. Deming Pumps arc in name 
and in fact “The World's Best ” 

Yours very truly, 

THE DEMING COMPANY 
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Number 22 


Illustrated Catalogue 

(Extra Edition with Supplement) 

of 

Pumps and Hydraulic Machinery 


Well and Pump Fixtures, including 
Cistern, Well and Wind Mill Pumps, 
Iron and Brass Cylinders, Well Sup¬ 
plies, Hydraulic Rams, Spray Pumps 
and Nozzles, Triplex Power Pumps 
for Various Duties, Artesian Well 
Pumping Engines, Etc. :: :: :: 




Manufactured by 

The Deming Company 

Sai m, Ohio, U. S. A. 

Hand and Power Pumps for All Uses 
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Entered according to Act of Congress in the year 1905 by 
THE DEMING COMPANY, 

in the office of the Librarian of Congress, at Washington, D. C. 



THE GARDNER PRINTING COMPANY, 
CAXTON BLDG., HURON ROAD, 
CLEVELAND, OHIO. 
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Office of THE DEMINQ COMPANY, 


Salem, Ohio, November 1, 1910, 


TO THE TRADE:— 

Demins Pumps are unsurpassed in design and construction. 
They are distinctly practical and useful. The many purposes for 
which they are adapted have brought them into general use in all 
parts of the world. We issue for convenience of dealers and users 
a special catalogue of Triplex and Deep Well Power Pumps ; also 
one relating to Spray Pumps, Nozzles and appliances. This is our 
general or complete catalogue. 

Articles ot our manufacture are represented by a cipher word, 
for convenience in telegraphing. On pages following this and pre¬ 
ceding Pump lists are: A Telegraph Code, a General Classification 
of Pumps, an Alphabetical Index, and many Rules and Tables 
useful to Pump men and Hydraulic Engineers. 

Our New Power Pump Building and modern equipment of 
machinery and appliances increases the facilities in all departments. 
As we are constantly making improvements, some of the cuts may 
not represent accurately the articles as made when ordered 


NOTE CAREFULLY: 


Orders should be specific ; the Figure and Number, or size and 
fitting only are necessary. Do not mutilate the catalogue. 

Prices and terms are given to the trade only by a discount 
sheet which is subject to change without notice. Parties unknown 
to us should accompany order with cash or satisfactory reference. 

Claims for allowance will not be considered unless presented 
on receipt of goods. We are not responsible for breakages after 
goods are delivered to Railway Company in good condition. 

Estimates and recommendations will be gladly given for 
Power Pumping outfits to prospective purchasers. 

This catalogue is self-explanatory and will save much unneces¬ 
sary correspondence. It supersedes all former issues. Your valued 
orders are solicited, and shall have prompt and careful attention. 

Respectfully, 


THE DErtiNG COMPANY. 


© 


CQ 

ei 


GENERAL AGENCIES 
located as follows: 


CHICAGO, ILL. 
PHILADELPHIA, PA. 
NEW YORK, N. Y. 
bOSTON, MASS 
KANSAS CITY, MO. 
RICHMOND, VA. 
INDIANAPOLIS, IND. 


PITTSBURG, PA. 
BUFFALO, N. Y. 
DENVER, COLO. 
PORTLAND, ORB. 

SAN FRANCISCO, CAL. 
LOS ANGELES, CAL. 
LOUISVILLE, KY. 


EXPORT SALES OFFICE, 


125 East 23rd St., NEW YORK CITY. 
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THE DEMTNG COMPANY, SALEM, OHIO. 


TELEGRAPH CIPHER CODE 


For the accommodation of customers, who may wish to order by telegraph, we append the 
following Cipher Code ; it will often save considerable expense in telegraphic correspondence. 

A great part of the articles list&d in this catalogue are given Cipher words or names by 
which they may be ordered by telegraph. 


DIRECTIONS POR CIPHER CORRESPONDENCE 


In writing Cipher messages, great care should be exercised. Each Cipher word should be¬ 
gin with a capital letter; all t’s should be crossed, and all i*s dotted, and the greatest precision in 
penmanship should be maintained throughout Where a blank space (...) occurs in a sentence 
(of the Code), the word to supply the place of the blank space should follow the Cipher word ex¬ 
pressing such sentence, and if more than one blank space (...) occurs, the supplying words 
should follow in their order after the Cipher word. The following is our 

, Cable Address j 

“ DEMING,” Salem, Ohio. 

We also use the ABC 4th Edition and Western Union Telegraphic Codes. When using 
either of these special Codes, add to telegram the word “ Alphabet ” tor A A B C 4th Edition,” ana 
the word “ Western ” for ‘‘ Western Union Telegraphic ” Code. 


CIPHER VOCABULARY 

CONCERNING GOODS IN STOCK 


Pabulum 

Packet 

Pacify 

Paddling 

Paddle 

Padlock 


—Have you in stock? 

—How soon could you furnish? 

_( Have you in stock and could you 

( ship at once? 

_(How soon could you ship if 

( ordered at once? 

—We have in stock. 

_f We have in stock and could ship 

\ at once. 


Pagan 

Painful 

Painless 

Painter 


-{ 

-I 

-{ 

-I 


We have in stock, and will ship 
at once. 

We have none in stock, but 
could furnish in a few days. 

We have none of the goods you 
order in stock. 

We have no ... in stock, but will 
ship other goods promptly. 


CONCERNING ORDERS AND SHIPMENTS 


Palatine 

Paleness 

Palisade 

Passion 

Passover 

Passport 

Pastorate 

Password 

Pastime 

Pastoral 

Pastry 

Pastured 


-When can you ship? 

-When will you ship? 

f When will you ship our order 
-{ of...? 

_ | Advise us by telegraph when 
‘ ( you can ship our order. 

Have you snipped our order 
of... ? 

How soon can you complete our 
order of... ? 

Enter our order for. . . specifica¬ 
tions for which follow by mail. 
( Do not ship our order of . . . un- 
\ til further advised by us. 

| If you can ship at once advise us 
by telegraph. 

If you cannot ship within time 
mentioned, advise us by tele- 
„ graph. 

{ Ship what you have in stock, 
and let balance follow as soon 
as possible. 

_( Ship when you can fill the order 

\ complete. 




Pathetic 
Pathos 
Patronage - 
Pauline 

Pavilion 

Plebeian 

Probate 

Probation 

Probing 

Probity 

Proclaim 

Proctor 

Prodding 

Prodigal 

Prodigy 

Profanate 

Profane 

Profection 

Professor 

Proffer 


-{ 

-{ 


Ship immediately by freight 
Ship immediately by express. 
Ship by fast freight. 

■Ship by quickest route. 

Ship by rail to . . . obtaining 
lowest through rate. 

Quote prices, weight, time of 
delivery. 

Referring to your letter of ... 

-We wrote you fully to-day. 

We have no letter from you. 

Write giving full particulars. 
■Mail blue-print of . .. 

-Referring to your telegram of ... 
-Referring to our telegram of... 
-Telegraph by night message. 
-Telegraph immediately. 

-Why do you not telegraph? 
-Blue-print will be mailed. 

-What substitution can vou make? 
-Instructions by mail. 

-Answer by mail. 
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Ptakish —Ship by steamer to .... via. 

I Our order of .. not yet received. 
Peasant —< Send tracer for shipment at 
j once 

n.,,. j In shipping give preference over 
Pthhle — all offers to order of. 


Peerdom - 
Peevish 
Pegasus - 
Pegmatite- 
Pegged 

Peguan 

Pelting 

Penalty 

Penance 

Penitent 

Penman 

Penning 


-I 



-We can ship , . r • 

•We will ship. Pension 

We can ship on receipt of order. Pentagon - 

If ordered at once could ship .... Penury - 

We will make a shipment. Pepsin 

We will complete your orderof.. Perfume - 

in about. Perjure - 

We cannot ship for a week or two. Perplex - 

We have shipped your order of. .. Perspire - 

J Your telegram was received after Persist 
j goods had been shipped. Perturb - 

| We have entered your order of .. Petulant - 

" \ and will ship soon as possible. Pewter 
) Please send explicit shipping in- Phalanx - 

t structions. Phantom ■ 

Rate of freight to.... is.... Pharisee 


-I 


-{ 


Have you shipped us any ... on 
our order of .? 

What is the lowest rate of freight 
to... ? 

Make lowest possible contract of 
freight to destination. 

We cannot obtain through rate of 
freight to. 

To day or to-morrow. 

In a few days. 

•The middle of this week. 

The last of this week. 

•In about a week. 

•The first of next week. 

The middle of next week. 

■The last of next week. 

•In about two weeks. 

-Answer by telegraph at our expense 

•Your letter was received in time. 

•Your letter was not received in time. 

•Your telegram was received in time. 

Your telegram was not received 
in time. 


CONCERNING CLASSES OP GOODS 


Pianist 

Picking 

Picnic 

Pilferer 

Pie eon 

Pigment 

Pigmy 

Pilgrim 

Pillage 


Pillow — 

Pinching — 

Pinnacle 

Piquant 

Piracy 

Pirate 

Pittance 


■Pitcher Spout Pumps. Placard 

•Ci-tern Pumps. Placid 

Set-length Lift Pumps. Plague 

-Set-length Force Pumps. Planet 

■Hand and House Force Pumps. Planish 

•Deep Well Pump Standards. Waster 

•Wind Mill Pump Standards. Plate 

j Anti-freezing Three-way Wind 
1 Mill Pumps. Plating 

Polished Iron Cylinders, or Work- Platen 

ing Sections. Platonic • 

Brass Lined Iron Cylinders or Platoon ■ 

Wo king Sections. Platter • 

Brass Tube Cylinders, or Working Plaudit 

Sections. Plausible 

—Rotary Force Pumps. Plausive 

_J Double-acting Horizontal Force Plastron 

j Pumps. Playful 

—Hydraulic Rams. Playing 

—Repairs for Pumps. Pleading 

—Fitted with Inside Attachments. Header 


-I 


-Fitted with Metallic Valves. 

-Fitted with Hose Attachments. 
-Fitted for Lead Pipe. 

-Fitted for Iron Pipe. 

—Fitted for Lead and Iron Pipe. 
-Without Brass Soldering Tubes. 
-With Cock on Spout. 

I With ... Feet of Hose and Dis- 
”1 charge Nozzle. 

-Fitted for 1 inch Suction Pipe. 

“ ltf. 

“ 1% “ 

“ 2 “ “ 

44 44 

“ 3 “ “ 

41 1 inch Discharge Pipe. 
44 \Vk 44 

»» JiZ *• t» M 

•• 2 “ It M 

44 2$4 ****** 

** 8 44 “ •• 


CONCERNING QUOTATIONS AND TERMS 


Pledge —At what price can you furnish? 


Plentiful —labour offer of.... still good? 


__ J How soon and at what price can Pleonasm— Will you hold the quotation open? 
neag ng | you furnish? Pliable How long will you hold the quota- 

Plenteous —-Give us your lowest quotation on .. ^ \ tionopeu? 


Plowing —We quote on your specifications ... Predicted 
i We quote you for immediate ac- Preface ■ 
Plowboy —j C e P tance, as follows: Prefix 

J We accept your order at prices Prefixed 
Praying -j named . t ’ ' H Prejudice 

£££%££? your order at Premium 
Preaching We cannot hold this quotation open. Preside 

t We cannot sell the goods at that Pretend 
Predict —■< price now; our quotation was for 
( immediate acceptance.. 


■Terms: Cash with the order. 

Terms: Cash on receipt of invoice. 
-Terms: Sight Draft with bill lading. 
•Terms: 30 days, net. 

Terms: 60 days, net. 

Terms: 60 days, less two per cent, 
discount for cash in 10 days. 

•F O. B. Cars. 

•Freight allowance.. cts. per 100 lba 


-1 
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THE DEMING COMPANY, SALEM, OHIO. 


GENERAL CLASSIFICATION 

Cipher Code, Alphabetical Index, Rules and Tables, etc.— 

For general convenience and ready reference. 

Cistern and Pitcher Spout Pumps— 

For Domestic use. 

Set Length and Special Well Pumps— 

Lift and Force, for Farm and Domestic use . 

Double-Acting Well Force Pumps— 

For Farm and Domestic use. 

Shallow Well Pumps with Cylinder in Stock— 

For use in Tropical Climates. 

Well Pump Standards, Lift and Force— 

For use with Independent Cylinders. 0 . , 

Wind mil Pump Standards, Lift and Force— 

For use with Independent Cylinders. 

Working Heads and Stuffing Box Heads— 


paomb 

* • 4-17 

• 18- 28 

• 29- 51 

• 44- 47 
52, 62, 63 
53-61, 64 
• . 65- 86 


Hand, Wind Mill and Light Power ; for Independent Cylinders 88- 90 

Syphon or Submerged Cylinder Force Pumps— 

For Hand and Wind Mill. 91- 93 

Cylinders or Working Barrels— 

Iron, Brass, and Brass Lined, for Shallow and Deep Wells .... 94-107 

Well and Pump Supplies— 

Tubular Well Valves and Cylinders, Valve Leathers, Strainers, Foot 
Valves, Float Valves, Wind Mill Fixtures, Well Points, etc. 108-117 

Force Pumps for Hand Use— 

House Force Pumps, Single and Double-Acting. 118-149 

Thresher Tank and Bilge Pumps— 

For Threshermen, Contractors, Vessel Owners, Gardeners, etc. . . 150-153 


Factory and Fire Protection Pumps— 

Two-Cylinder and Double-Acting, for Factories, Villages, etc. . . 154-159 


Railroad Force Pumps— 

For Hand, Wind Mill and Power.160-163 

Power Force Pumps— 

For Light and Medium Duty in Creameries, Factories, etc.164-171 

Rotary Pumps for Hand and Power— 

For Domestic and Factory use.170-175 

Air Compression and Vacuum Pumps— 


Hand and Power for Railway Gates, Gas Engine Starting, etc. . . 176-178 
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GENERAL CLASSIFICATION—Continued 

PAGBS 

Plumbers 9 and Pipe Fitters 9 Brass Pumps— 

Plumbers’, Gas Proving, Hand Air, Hydraulic Test Pumps, etc.. . 179-183 

Factory Labor Saving and Protection Pumps— 

Rotary Oil Pump for Machine Tools; and Fire Protector.184, 185 

Boiler Feed Pumps— 

Hand and Power, for Light Duty...186-191 

Horizontal Double-Acting Pumps— 

For Horse and other Power.192, 193 

Horse Power Irrigation Pumping Outfits— 

With Rotary, Double-Acting and Triplex Pumps.194-199 

Hand 9 Wind ilill and Power Working Heads, etc.— 

For Light and Medium Duty.200-204 

Direct Acting and Geared Power Artesian Working Heads— 

For Medium and Heavy Duty,..205-214 

Triplex Power Pumps and Air Compressors— 

Single and Double-Acting; Belt, Electric and Gasoline Driven, etc. 215-234 
Centrifugal Pumping Machinery and Pipe Line Oil Pump— 

Horizontal and Vertical Centrifugal Pumps, for Irrigation, etc. . . 2 35~237 
Spray Pumps, Nozzles and Appliance*— 

Bucket, Knapsack, Barrel and Power Sprayers, Painting 

Machines, etc.238-253 

Hydraulic Rams and Pumping riotors— 

For General and Domestic Automatic Water Supply.254-258 

Hydrants and Sinks— 

Yard Hydrants, Street Washers, Wrought Steel and Cast Sinks . . 259, 260 

Brass Valves, Cocks, Oilers and Grease Cups— 

Globe, Check and Gate Valves; Hydrant and Bibb Cocks, etc. . . 261-263 

Hose Brass Goods and Hose- 

Rubber, Cotton and Linen Hose; Nozzles, Couplings, etc.264, 265 

Pipe Fittings, Iron Pipe and Well Casing- 

Cast and Malleable Fittings, Wrought Iron Pipe- and Casing . . . 266, 267 

Pipe Fitters 9 Tools— 

Die Stocks, Pipe Cutters, Vises, Tongs, Wrenches, etc.268-271 

Well Drivers 9 and Drillers 9 Tools— 

Drills, Augers, Drive Heads and Shoes, Pipe Lifters, etc..272, 273 

Repairs for Pumps— 

Including Cylinders, Hydraulic Rams, etc. . . ... 0 ..... • 274-293 

Index to Figures—.294-296 
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THE DEMING COMPANY, SALEM, OHIO. 


ALPHABETICAL INDEX 


* PAGES 

•• ACHE 99 D. A. Force Pumps . . 141 
Adjustable Stroke W. M. Standards 

.67, 70, 71, 80 

Air Chambers.112 

44 Compressors . . . 176-178, 230; 231 
“ Pressure Pumps, Hand . . 180, 181 
Anti-freezing Pumps . . . 29-51, 81-86 
Artesian Well Cylinders . . . 100, 101 
Artesian Well Working Heads . . 

. 205-211, 214 

Automatic Wind Mill Regulators .115 


BALLS, Bronze and Rubber Valve 113 

44 Banner ” Lift Pumps. 38 

Barrel Watering Carts.242 

44 Pumps for Oil and Liquors 175 

44 Spray Pumps.242-245 

Bibb Cocks.261 

Bilge Pumps .152, 153 

Boiler Feed Pumps . 186-190, 216, 217 
“ Bonanza ” D. A. Spray Pump . . 247 
Bordeaux Spray Nozzles ..... 238 
Brass and Brass Lined Cylinders 97-103 

Brass Goods.261-264 

Brown’s Adjustable Pipe Tongs . . 268 
Bushings, Cast and Malleable . . . 266 


CALDWELL’S Hose Bands ... 264 

Carts, Watering.241, 242 

Casing, Lap Welded.267 

Cast and Malleable Fittings . . . .266 

“ Iron Sinks.260 

44 Steel Shoes.272 

Centrifugal Pumps.236, 237 

“ Century ” Spray Pump.243 

“ Whitewashing Machine 252 

Check Valves, Brass.262 

44 44 Iron.no 

Cistern Pumps.18-23 

Clamps, Hose.264 

“ Climax ” D. A. Force Pumps . . 142 
Cocks, Bibb, Service, Hydrant, etc. 261 

“ Cogswell ” Pumps.48, 49 

44 Colonial ” Shallow Well Pumps . 63 
44 Columbia ” Force Pumps . 162, 163 

Columbus Steel Sinks.260 

Combination Vise, Smith’s .... 271 
Compressors, Air . . 176-178, 230, 231 

Conductors, Water.112 

Contractors’ Pumps . 150-153, 236, 237 

Copper Floats.in 

Counter Shafts for Power Pumps . 201 
Couplings for Pump Rod.214 


PAGES 

Creamery Pumps, Hand and Power 

. 164-171 

Cylinders, Iron and Brass . . . 94-106 
** Wind Mill Irrigating . . 106 
‘ Brass Artesian Well 100, 101 

DEEP Well Standards . . . 55-61, 64 
Deep Well Triplex Pumps . . 213, 215 
Deep Well Working Heads . . . 

.89, 90, 200, 202-211 

Diaphragm Pumps.152 

Die Holders, Taps and Dies . . . 271 

Die Stocks and Pipe Dies.270 

D. A. Well and W. M. Pumps . . 

•. 44-47# 81, 82, 86 

D. A. Hand and House Force 

Pumps.132, 133, 138-149 

D. A. Power Pumps, Light and 
Medium Duty . . 160-163, 190-192 
D. A.Triplex Power Pumps 219, 221, 227 

Drillers’ Tools, Well.272, 273 

Drive Heads, Caps and Shoes . .272 
Drive Well Cylinders for Wood 


Pumps.104 

Drive Well Points.116, 117 

“ V Pumps.29-43 


EARTH Augers and Drills .... 272 

Electric Air Compressors.231 

44 Triplex Pumps . 224-229, 231 
44 Mine Pumps . . . 229 

Engines, Hand Fire.158, 159 

44 Eureka ” Tubular Well Cylinders 103 

FACTORY Pumps. 

.I 54 -I 7 L 184-191, 200-237 

14 Farmers’ Favorite ” Pumps ... 50 


Field Sprayer.249 

Fire Extinguishers.159, 184 

Fittings for Pipe.266 


Float and Foot Valves . . . . no, 111 
Force Pumps, D. A. Hand and W. 

M., 44-47, 81, 82, 86,132,133, 138-151 
Force Pumps for House Use . 118-149 
4 4 4 4 4 4 Power, Light and 

Medium Duty . . . 154, 155, 160-171 
Force Primps, Set Length ..... 

. 41 - 47 , 49-51, 85, 86 

Force Pump Standards, Hand . . 57-61 
44 44 44 Wind Mill 71-80 


GARDEN Pumps . . 150-153, 239-245 

Gas Fitters’ Pumps.180-182 

Gas Pliers.269 

Gasoline Pumping Engines .... 232 

44 Engine Sprayinng Outfit 251 
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THE DEMING COMPANY, SALEM, OHIO. 


ALPHABETICAL INDEX—Continued 


Gate Pumps, Railway.177 

" Valves.262 

44 Gem *’ Hose Nozzles.264 

“ Spraying Outfit . . . .242 

“ Geyser ” D. A. Power Pump . .191 
44 Giant'* D. A. Force Pumps 151, 169 

Globe Strainers.no 

“ Valves, Brass.262 

Goose Necks for Iron Pipe . . . .112 
“ Granger ** Barrel Sprayer .... 244 

Grease Cups.263 

Greenhouse Pumps . . . 240, 241, 244 

HAil Preserving Pump . . . ... 183 

Hand Force Pumps.118-131 

Handle Balls.112 

Horse Powers, Single and Double . 193 
Horse Power Pumps . . . 193-199, 204 
44 44 Pipe Pullers .... 273 

Hose. Cotton, Rubber, etc.265 

44 Nozzles and Fittings . . . .264 
14 Strainers and Clevises . no, 112 

House Force Pumps.118-149 

Hydrant Cocks.261 

Hydrants, “ Total Eclipse” ... 259 

Hydraerams.256, 257 

Hydraulic Pressure Triplex Pump . 234 

“ Pumping Motors . . . .258 

" Rams.254-257 

“ Test Pumps.179 

** IDEAL” Oscillating Pumps 146-149 

Iron Pipe. .267 

“ Sinks.260 

Irrigating Pumps, Wind Mill . 106, 107 
44 “ Horse Power 193-199 

“ “ Power. 

. . . 195, 212, 213, 215-221, 236, 237 

JACKS, Horse Power Pumping . . 204 
Jarecki’s Pipe Tongs.268 

KEROSENE Sprayers .... 245, 246 
Knapsack Sprayers.241, 246 

LAWN Sprinklers.264 

“ Leader ** Lift and Force Pumps . 39 
Leathers, Plunger and Valve . . .113 
Lever Handle Bibbs and Stops . . 261 
Lift Pumps, Set Length .... 29-38 

Lifting Tongs, Pipe.273 

“ Lightning ” Taps and Dies . . .271 
“ Little Giant ” Test Pumps . . .179 

riALLEABLE Drive Caps, Shoes . 272 

„ “ Fittings.366 

* Mammoth ” Well Pump .... 51 


PAGES 

44 Marine ** Pumps.107^153 

44 Mascot ” Set Length Pumps . . 38 
Mine Pumps.145, 150-153, 229 

“ NEPTUNE ” D. A. Force Pumps 143 
“ New Era** D. A. Force Pumps 

.120, 121 

Nipples, Wrought Iron.266 


OIL Cups. 

44 Pump for Machine Tools 
" 44 for Pipe Line . . 

44 Rotary Barrel Pumps . 
Orchard Sprayers . . 243-245, 
Oscillating Force Pumps . . 
Outlet Valves. 


. . 263 
. .185 

• • 235 

• • 175 
250, 251 
146-149 
. . hi 


PACKING, Leather Plunger . . .113 

Painting Machines.252, 253 

44 Paragon ** Two-Cyl. Force Pump 140 
44 Peerless ** Spray Pumps .... 245 
D. A. Force Pumps . 44-47 
Pipe Cutters, Stocks and Dies 269, 270 
44 Fittings, Cast and Malleable 266 
44 Holders, Lifters and Pullers . 273 

44 Tongs.268 

44 Vises.271 

44 Wrenches and Pliers .... 269 

44 Wrought Iron.267 

Pipes, Hose.264 

Pipe Line Oil Pump.235 

Pitcher Spout Pumps.24-28 

Plumbers’ Fprce Pumps . . . 182, 183 

Plunger Leathers.113 

Points, Drive and Tubular Well ii6 # 117 

Power Pumps. 

.... 161-171 187-191, 195, 200-237 

Power Spraying Machine.251 

Power Working Heads ... 

Potato and Field Sprayers . 

44 Premium ” Force Pumps . 

44 Prize ” Spray Pump . . . 

Pump Repairs.. . 

44 Rod, Steel and Wood 
“ “ Taps, Dies, etc . 

Pump and Cylinder Valves . . 

.101, 108, 109, 113 

“ QUAKER ” D. A. Force Pumps . 81 
Quarry Pumps .... 150-153, 236, 237 

RAILWAY Pumps 160-163, 2ir -19,232 

Rams, Hydraulic.254-257 

Reamers, Pipe .271, 272 

Repairs for Pumps.274-293 


200-211 
. . 249 

• • 39 
. . 240 
274-293 
. . 114 
. . 271 
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THE DEMING COMPANY, SALEM, OHIO. 


ALPHABETICAL INDEX—Continued 


PAGES 


PAGES 


Rod and Couplings, for Pumps . .114 

“ Lifters and Pullers.273 

“ Tongs, the “ Never Slip ” . . 269 
Rotary Force Pirfmps, for Hand 172-175 
44 44 44 44 Power 170, 171 

Rubber Valve Balls.113 

44 Hose and Tubing . . . 239, 265 
“ Valve Seat, patent .... 95 

SCREW Plates, Pump Rod . . . 2“i 
Set Length Force Pumps . 39-51, 85, 86 

“ Lift Pumps .29-38 

Ship’s Deck Pumps. 

. 144 , 145 . I 5 °-I 53 > 156, 157 

45 Simplex ” Barrel Sprayer ... 243 

Sinks, Cast and Wrought.260 

Southern Lift and Force Pumps 52,62,63 
Spray Pumps. Nozzles, etc. . . 238-251 

Steam Working Heads.214 

Steel Pump Rod.114 

“ Sinks .260 

Stocks and Dies, Pipe ..... 270 

Stop Cocks..261 

Strainers, Hose and Pipe.no 

Street Washers, “ Total Eclipse ” . 259 

Stuffing Box Heads.88 

Stuff Pumps, Triplex.222 

44 Success” Fire Protector . . . .184 
44 Spray Pumps . 240, 241, 246 
44 Lawn Sprinkler . . . .264 

Sucker Rod and Joints.114 

Suction Hose . . 265 

Syphon Force Pumps.91-93 

TANK Pumps, Power . 

. . . 169-171, 190, 191, 216-221, 322 

Tank Valves.in 

Taps and Reamers, Pipe . . . 271, 272 

Three-Way Cocks.261 

Thresher Tank Pumps . . . . 150, 151 


“Torrent” D. A. Pumps .... 
. 132, 133. 160, 161 

44 Torrent” Thresher Tank Pumps . 150 
Triplex Air Compressors . . . 230, 231 
44 Electric Pumps . 224-229, 231 
44 Gasoline-Driven Pumps 232, 233 
44 Power Pumps .... 215-232 

“ Pumps, Single-Acting . . 

. 215-217, 220, 222-232 

44 Pumps, Double-Acting . . 

. 0 ...... . 219. 221. 227 


Triplex Stuff Pumps.222 

44 Triumph ” Double-Acting Force 
Pumps . . 144, 145, 190, 192, 193 

Tubular Well Cylinders and Sup¬ 
plies . . 102, 103, 108, 109, 117, 272 

UNIONS, Flange and Malleable . . 266 


.V ACUUn Pumps.176-178 

Valve and Plunger Leathers . . .113 
44 Bails, Rubber and Bronze .113 

“ Grabs.272 

4 4 Hydraulic Blind.272 

Valves, Foot, Float and Tank . no, in 

“ Check, Iron.no 

“ Gate, Globe, Check, etc. . . 262 

44 Tubular Well.108, 109 ' 

Vermorel Spray Nozzles.238 

Village Fire Engine.159 

Vises, Pipe.271 


WATER Conductors.112 

44 Motor Pumps.258 

Water Works Pumps.216-221 

44 Weed ” Kerosene Sprayers . . . 246 

Weights for Pump Levers . . . .112 

Well Casing.267 

44 Points.116, 117 

44 Pump Standards. 

.48, 53-61, 64, 202, 203 

Well Tools.272, 273 

Whitewashing Machines . . . 252, 253 

Wind Mill Attachments . . .111,115 
44 44 Force Pumps 71-93, 130-133 


44 44 Irrigating Pumps . 106, 107 

44 44 Lift Pump Standards 65-70 

44 4 4 Regulating Cylinders .115 

44 44 Stuffing Box Heads . . 88 

4 4 4 4 Tank Valves, etc. . 109, in 

4 4 4 4 Three-Way Pumps 47, 81-86 

4 4 4 4 Working Heads . . .89, 90 

Wine and Cider Pumps . . 168, 171-175 
Wood Pump Cylinders, Iron . . . 104 
Wood Rod and Wrought Couplings 114 
Working Heads, Light Duty . . . 

. 89, 90, 200-204 

Working Heads, Geared Power 205-213 
Wrenches, for Pipe and Rod . . . 269 
Wrought Iron Pipe.267 

YARD Pumps, Hand and W. M. 29-86 
Y Stop Cock for Spray Pumps . . 238 
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COMPARATIVE TABLE 

SHOWING EQUIVALENTS OF LIQUID MEASURES AND WEIGHTS 


Measures and 
Weights for Com¬ 
parison 


U. S. Gallon.. 

Imperial Gallon. 

Cubic Inch. 

Cubic Foot. 

Cubic Metre. 

Litre..... 

*( Vedro. 

i Pood. 

Pound. 


MEASURE AND WEIGHT EQUIVALENTS 07 ITEMS IN FIRST COLUMN 


u. s. 

Gallon 

Imp’l 

Gallon 

Cubic 

Inch 

Cubic 

Foot 

Cubic 

Metre 

Litre 

♦Vedro 

♦Pood 

Pound 

1 

.833 

231 

.1337 


3.785 

.308 

.231 

8.33 

JMj 

1 

277.27 

.1604 


4.542 

.369 

.277 

10 

mm 

MU 

1 



.0163 

moim 

■rriJM 

.0358 

. 7.48 

6.235 

1728 

1 

.02827 

28.312 

2.304 

1.728 

62.355 

264.17 


61023 

35.310 

1 


81.364 

61.023 

2200.54 

! mvm 

wKmsm 

61.023 

■03*1 


1 

.08136 

Wj'Am 

2.2005 

3.249 

2.706 

750.1 

.4344 


12.29 

1 

.7501 

27.06 

4.328 

3.607 

1000 

.578 

.01636 

16.381 


i 

36.07 

v. .12 

.1 

27.72 

.016 

Kill 

.454 

.0369 

.0277 

1 


♦Yedro and Pood are a Eussian measure and weight respectively. 


gallons, 
per minute. 


TABLE SHOWING CONTENTS IN GALLONS OF ROUND TANKS AND CISTERNS 


♦DEPTH IN FEET AND CONTENTS IN GALLONS 


Feet 

*1 

4 

5 


mm 




11 

12 

4 

93.99 

376. 

470. 

564. 

658. 

752. 

846. 

940. 

wm 

1128. 

5 

146.87 

588. 

734. 

881. 

■Ml 

1175. 

1322. 

1469. 

1616. 

1763. 

6 

211.50 

847. 

1058. 


1481. 

1692. 

WL'jim 

2115. 

2327. 

2538. 

7 

287.86 

1152. 

1439. 

1727. 

2015. 

2303. 

2591. 

2879. 

3167. 

3455. 

8 

375.98 

1504. 

1880. 

2256. 


3008. 

3384. 

3760. 

4136. 

4512. 

9 

475.85 

1904. 

2379. 

2855. 

ill 

3806. 

4283. 

4759. 

5235. 

5711. 


587.47 

2350. 

2938. 

3525. 

4113. 

4700. 

mmm 

5875. 

6462. 

7050. 

11 

710.84 

2844. 

3554. 

4265. 

4976. 

5687. 

6398. 

7109. 

7819. 

8531. 

12 

845.97 





6768. 

7614. 

8460. 

jglllJl 

10152. 


♦To ascertain contents of a round tank or cistern of the above diameters, and of depth not 
given, multiply the contents of tank one foot deep by the required depth in feet. 


TABLE SHOWING CONTENTS IN GALLONS OF SQUARE TANKS AND CISTERNS 


Dimensions 
of Bottom 
in Feet 



♦depth 

IN FEET AND CONTENTS IN GALLONS 



♦1 

4 

5 

6 

7 

8 

9 

10 

11 

12 

4x 4 

119.68 

479. 

598. 

718. 

838. 

957. 

1077. 

1197. 

1316. 

1436. 

5x 5 


748. 

935. 

1202. 

e wnm 

1516. 

1683. 

1870. 

2057. 

2244. 

6 x 6 

269.28 

1077. 

1346. 

1616. 

1885. 

2154. 

2424. 

2693. 

2968. 

3231. 

7 x 7 

366.52 

1466. 

1833. 

2199. 

2566. 

2922. 

3299. 

3665. 

4032. 

4398. 

8 x 8 

478.72 

1915. 

2394. 

2872. 

3351. 

3830. 

4308. 

4787. 

5266. 

5745. 

9x 9 

605.88 

2424. 

3029. 

3635. 

4241. 

4847. 

5453. 

6059. 

6665. 

7272. 

10x10 


2992. 

3740. 

4488. 

5236. 

5984. 

6732. 

7480. 

8228. 

8976. 

11x11 

905.08 


4525. 

5430. 

6336. 

7241. 

8146. 

9051. 

9956. 

10861. 

12x12 

1077.12 

4308. 

5386. 

6463. 

7540. 




11848. 

12925. 


♦To ascertain the contents of a square tank or cistern of depth not given.multiply the con¬ 

tent* of tank one foot deep as in table by the required depth in feet 
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Valuable Engineering Information 


RULES FOR CAPACITY, POWER AND SPEED 

THB NECESSARY PARTS OP A PUMP are: the Cylinder, the Plunger and its Valve, the 
Check or Lower Valve, the Suction Pipe, and the Pump-rod or Piston-rod. The satisfactory 
operation of the Pump depends on the perfection of its parts. As a perfect Vacuum cannot bo 
obtained 25 feet is practically as high as water can be drawn vertically by Suction, and we 
even recommend Well Pump cylinders or Working Barrels to be submerged wherever practica¬ 
ble. In any case the nearer the Pump’s working parts are to the water level the better. 

FOR READY REFERENCE we give, on other pages, a Table of Diameters of Pump Cyl¬ 
inders, showing capacity per stroke In gallons, with different lengths of stroke, and Areas of 
Circles up to 24 inches; also some useful formulas for obtaining Capacity, Required Power and 
Speed of Pumps, and a table showing the Power required for pumping to various elevations, 
and amount of water discharged per minute; also some other useful tables. 

CAPACITY.— To compute the capacity of any Single-acting Pump, apply the following 

Rule:— Square the diameter (in inches) of the Cylinder, multiply this by .7854, and the 
result (which is the area of the circle of Cylinder) by the length of stroke in inches. This 
gives the capacity in cubic inches per stroke (or revolution). Multiply this by the number 
of strokes per minute, and divide the product by 231 (the number of cubic inches in a gal¬ 
lon of water), and the result will be the capacity or amount of water the Pump will dis¬ 
charge per minute. 

POWER.— To compute the Power Required to raise a given amount of water per minute to a 
certain height, apply the following 

Rule:— Multiply the number of gallons the Pump discharges per minute by 8.338 (the 
weight in pounds of one gallon of water), and the product by the total number of feot the 
water is to be elevated above the supply. The result is the Power Required, in foot¬ 
pounds; divide this by 33,000 (the number of foot-pounds of one horse-power), and you have 
the Theoretical Horse-power necessary to do the work. About 25 per cent must be added 
to this to compensate for friction, slip of valves, etc. The per cent efficiency of a Pump is 
the per cent the actual capacity is or its theoretical capacity working under given condi¬ 
tions. 

SPEED.—' To compute the number of Strokes per minute necessary to discharge a given quan¬ 
tity of water (the diameter of Cylinder and length of stroke being known), apply the fol¬ 
lowing 

Rule:— Divide the amount of water to be discharged (in gallons) per minute by the 
capacity (in gallons) per stroke (see table—or rule for capacity above), and you have the 
number of strokes per minute necessary to do the work. It may be well to note that the 
piston of a Power Pump should travel a speed not greater than 100 feet per minute. 

SPEED OF PULLEYS.— In calculating either the Speed or Capacity of a Power Pump oper¬ 
ated by Pulleys, the diameter and speed of either the Driving or the Driven Pulley must be 
known; and either the diameter or the speed of the other Pulley must be known, when the 
required diameter, or the required speed (as the case may be), can readily be determined 
by the following Rules: (By speed is meant revolutions per minute.) 

Required the Diameter of the Driving Pulley, the other three factors being known: 
Rule:— Multiply the diameter of the Driven Pulley by its revolutions and divide the prod¬ 
uct by the revolutions of the Driving Pulley. 

Required the Diameter of the Driven Pulley, the other three factors being known: 

RuiiB :—Multiply the diameter of the Driving Pulley by its revolutions and divide the prod¬ 
uct by the revolutions of the Driven Pulley. 

Required the Speed of the Driving Pulley, the other three factors being known: 

Rule .‘—Multiply the diameter of the Driven Pulley by its revolutions and divide by the 
diameter of the Driving Pulley. 

Required the Speed of the Driven Pulley, the other three factors being known: 

Rule .-—Multiply the diameter of the Driving Pulley by its revolutions and divide by the 
diameter of the Driven Pulley. 

IN ANY CASE, the diameter of the Driving Pulley multiplied by its revolutions equals 
the diameter of the Driven Pulley multiplied by its revolutions; and thus any three or the 
quantities being known, the other may readily be determined. In other words: using Propor¬ 
tion or the “ RULE OF THREE: ” The speed of the Driving Pulley is to the diameter of the 
Driven Pulley as the speed of the Driven Pulley is to the diameter of the Driving Pulley. 

N. B.—SPEED OF GEARING is estimated in same way, substituting the number of gear 
teeth for “ diameter.” 
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Engineering Information —continued 



FACTS, FIGURE8 AND FORMULAS 

The areas of circles are to each other as the squares of their respective 
diameters. In other words, doubling the Diameter of a Pipe or Cylinder in¬ 
creases its capacity (area of circle) four times. 

Atmospheric pressure (at sea level) is exerted in every direction to the ex¬ 
tent of 14.7 pounds to the square inch. This pressure will maintain a column of 
water 33.9 feet high, i. e. t when the normal pressure in the column (the pipe or 
tubing) is relieved by the creation of a vacuum. The above is therefore the 
theoretical vertical distance that water may be drawn by suction. The suction 
capacity of a Pump decreases as the altitude (distance above sea level) increases. 
In practice, 25 feet is about the maximum suction (vertical) distance recom¬ 
mended for pumping. 

Every foot of height in a column of water represents .434 pounds pressure 
to the square inch; in common practice, however, it is estimated that every foot 
in height represents one-half pound pressure to the square inch. 

A cubic foot of water weighs 62.36 lbs. 

A gallon of water weighs 8.34 lbs. 

A gallon of water contains 231 cubic inches. 

A cubic foot of water contains 1728 cubic inches. 

A cubic foot of water contains 7.48 gallons. 

VALUABLE FORMULAS.— From the foregoing rules and equivalents may be 

deduced the following Concise Formulas for computing quickly the Capacity 

Required Power, and Speed of Pumps. 

Let 

D = Diameter of Pump Cylinder in inches. 

S aa Length of stroke in inches. 

N = Number of strokes per minute. 

Q = Quantity of water raised per minute in gallons. 

H = Height in feet water is elevated from surface; or height of a column of 
water. 


Then 

D*X.7854 = The area of a circle (of Cylinder) of a given diameter. 
D* SX-7854 = Capacity of Pump per stroke in cubic inches. 

D* SX.7854 Capacity of Pump per stroke in gallons. 

231 

=Capacity of Pump per stroke in cubic feet. 

Pi X - P ‘34 .-s Capacity of Pump per stroke in pounds of water. 

231 

D s SX.7854 N = Capacity of Pump per minute in cubic inches. 

D*_SX.7854N ^ Capacity of Pump per minute in gallons (=Q). 

231 


D* SX.7854 N. 


: Capacity of Pump per minute in cubic feet. 


1728 

Q H X 8.34_/ Horse-power required to elevate a given quantity of water 

33,000 l P e r minute to a certain height 
HX 434 = Pounds pressure (per square inch) of a column of water. 

f Pounds pressure at a point in a Pipe or Cylinder, “H* 

•nw _J being the vertical distance (in ft) to surface of water 

u X.7854 U 1 X 434 J j from said point, and “ D ” the Diameter of Cylinder 
or Pipe (in inches) at said point 


,_Q_v 

I D 1 SX.7854 j 

’ Ml / 


l 

_ Q ( Number of strokes per minute necessary to 

5 D* SX *0034 J raise a given quantity of water in gallons. 
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TABLE SHOWING QUANTITY OF WATER 

Discharged per Stroke or Revolution by a Single-Acting Pump 

THE DIAMETER OF CYLINDER AND LENGTH OF STROKE BEING KNOWN 


THERE IS ALSO APPENDED A 

Table of Diameters and Areas of Circles 


The Diameters of Circles and Cylinders being !dentlcal 


Diameter of Pump 
Cylinder in inches 

LENGTH OF STROKE IN INCHES, WITH CAPACITY 

PER STROKE IN GALLONS 

DU 

am 

® 

73~ 

Oo 

*t 

a s 

acu 

S~ 

i meters 
i Areas 

.§ *■§ 
60.9 

°a£ 

£< 2 -S 

1 

2 

3 

4 

5 

6 

8 

10 

!2 

14 

Stroke in Box Headings above—Capacity in Columns below 

1 

.0034 

.0068 

.0102 

.0136 

.0170 

.0204 

.0272 

.0340 

.0408 

.0476 

i 

.7854 

1 1 4 

.0053 

.0106 

.0159 

.0212 

.0266 

.0319 

.0425 

.0531 

.0637 

.0742 


1.2271 

i l A 

.0076 

.0153 

.0229 

.0306 

.0382 

.0459 

.0612 

.0765 

.0918 

.1064 

vX 

1.7671 


.0104 

.0208 

.0312 

.0416 

.0521 

.0625 

.0833 

.1041 

.1249 

.1456 


2.4043 

2 

.0136 

.0272 

.0408 

.0544 

.0680 

.0816 

.1088 

.1360 

.1632 

.1904 

2 

3.1416 

2 y. 

.0172 

.0344 

.0516 

.0688 

.0860 

.1033 

.1377 

.1721 

.2071 

.2408 

2V a 

3.9760 

2$ 

.0212 

.0425 

.0637 

.0850 

.1062 

.1275 

.1700 

.2125 

.2550 

.2968 

2% 

4.9087 

2% 

.0257 

.0514 

.0771 

.1028 

.1285 

.1543 

.2057 

.2571 

.3085 

.3598 

2% 

5.9395 

3 

.0306 

.0612 

.0918 

.1224 

.1530 

.1836 

.2448 

.3060 

.3672 

.4284 

3 

7.0686 

3V A 

.0359 

.0719 

.1078 

.1438 

.1795 

.2156 

.2875 

.3594 

.4313 

.5026 

3V a 

8.2957 

3A 

.0416 

.0833 

.1249 

.1666 

.2082 

.2499 

.3332 

.4165 

.4998 

.5824 

3V4 

9.6211 

3% 

.0479 

.0957 

.1435 

.1914 

.2393 

.2871 

.3828 

.4785 

.5743 

.6706 

3 % 

11.044 

4 

.0544 

.1088 

.1632 

.2176 

.2720 

.3264 

.4352 

.5440 

.6528 

.7616 

4 

12.566 

4 % 

.0688 

.1377 

.2065 

.2754 

.14442 

.4131 

.5508 

.6885 

.8262 

.9632 

4'A 

15.904 

5 

.0850 

.1700 

.2550 

.3400 

.4250 

.5100 

.6800 

.8500 

1.0200 

1.1900 

5 

19.635 

5 ^ 

.1028 

.2057 

.3085 

.4114 

.5142 

.6171 

.8228 

1.0285 

1.23*2 

1.4398 

5}4 

23.758 

6 

.1224 

.2448 

.3672 

.4896 

.6120 

.7344 

.9792 

1.2240 

1.4688 

1.7136 

6 

28 274 

7 

.1666 

.'3332 

.4998 

.6664 

. 83 ;*) 

.9996 

1.3328 

1.6660 

1.9992 

2.3324 

7 

38.484 

8 

.2176 

.4352 

.6528 

.8704 

1.0880 

1.3056 

1.7408 

2.1760 

2.6112 

3.0464 

8 

50.265 

9 

.2754 

.5508 

.8262 

1.1016 

1.3770 

1.6524 

2.2032 

2.7540 

3.3048 

3.8556 

9 

63.617 

10 

.3400 

.6800 

1.0200 

1.3600 

1.7000 

2.0400 

2.7200 

3.4000 

4.0800 

4.7600 

10 

78.540 

12 

.4896 

.9792 

1.4688 

1.9584 

2.4480 

2.9376 

3.9168 

4.8960 

5.8752 

6.8544 

12 

113.098 

14 

.6662 

1.3324 

1.9986 

2.6648 

3.3310 

3.9972 

5.3296 

6.6620 

7.9944 

9.3268 

14 

153.936 

16 

.8704 

1.7408 

2.6112 

3.4816 

4.3520 

5.2224 

6.9632 

8.7040 

10.4448 

12.1896 

16 

201.060 

18 

1.1016 

2.2032 

3.3048 

4.4064 

5.5080 

6.6096 

8.8128 

11.0160 

13.2192 

15.4224 

18 

254.470 

20 

1.3600 

2.7200 

4.0800 

5.4400 

6.8000 

8.1600 

10.8800 

13.6000 

16.3200 

19.0400 

20 

314.160 

24 

1.9584 

3.9168 

5.8752 

7.8336 

9.7920 

11.7504 

15.6672 

19.5840 

23.5008 

27.4176 

24 

452.391 


THE CAPACITIES IN GALLONS given in the foregoing table are for a Single-Acting 
Pump, making one complete stroke or revolution. 


Please remember 


In using table 
for Duplex and 
Triplex Pumps, 
that 


A Two-Cylinder Single-Acting Pump has double 
A Three-Cylinder, or Triplex, Single-Acting Pump has treble 
A Single Cylinder, Double-Acting Pump has double 
A Duplex Double-Acting Pump has four times 
A Triplex Double-Acting Pump has six times 


the capacity 
as given per 
stroke or revo¬ 
lution. 


TO OBTAIN THE CAPACITY of a Pump with diameter of Cylinder given in the table, but 
with a longer stroke than 14 inches (the longest stroke given in table), add or multiply the 
capacity to represent the required length of stroke. For instance: The capacity of a Cylinder 
with an 18-inch stroke woulabe the same as that (having the same diameter) of a 12 -inch stroke 
Cylinder, added to the capacity of a 6 -inch Btroke Cylinder; or the same result may be obtained 
by multiplying the capacity of a Cylinder with 6 -inch stroke by 3. 
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TABLE SHOWING QUANTITY OP WATER 

DISCHARGED PER MINUTE AT DIFFERENT ELEVATIONS 

AND POWER REQUIRED TO OPERATE THE PUMP 
Baaed on 6a# per cent Pomp effic iency 


a 

a ^ 

Power Required for Pumping, and Gallons op Water Raised pee Minute 

it 

r 

1 H.P. 

2 H. P. 

5 H.P. 

10 H. P. 

15 H. P. 

20 H. P. 

30H.P. 

40 H. P. 

50H.P. 

I 

Power in Box Headings above—Gallons per Minute in Columns below. 

1 

2500 

1/mB 

12500 

B? 

37500 



100000 

mm 

5 


BtfnHB 




|JPm™g 


EvririK 


10 

250 

KTjjHI 

^nt2vii^B| 



■Tmai 




15 

100.00 


833.33 

434HI 

IDOO.OuO 


8338.88 


6666.06 

■EnTxTTe 

20 

125 


025 

1250 

1875 

w£Tj™gi 


»*n» 


25 







^KTri^HS 

kDjH 


80 

83.33 

166.666 

416.666 



1666.6* 



4166.06 

85 

71.4 

142.8 

357.143 

714.29 


1428.57 

2142.86 

2857.14 

3571.43 

40 

02.5 

125 

312.5 

025 

93701 


1875 


3125 

45 

55.5 

Ul.ll 

277.77 

555.55 


U11.U 

1000.00 


2777.77 

50 

50 


250 


^BrivnMH 



m-TTiaM 

KZTrilH 

55 

45.4 

91 

227.273 

454.455 


909.9 


1818.18 

2272.73 

00 

41.66 

83.33 

208.33 

416.666 


833.33 


1666.66 

2083.33 

05 

38.5 

76.875 


384.62 

576.92 

769.23 

1153.84 

1538.48 

1923.08 

TO 

35.6 

71.428 

178.57 

357.143 

535.71 

714.28 


1428.57 

1785.71 

75 

33.33 

66.666 

166.666 

333.33 


666.66 

MftVilB 

1333.33 

1666.66 

WmM 

31.25 

62.5 

156.25 

312.5 

468.75 

025 

937.50 

1250 

1562.5 

IWEil 

27.75 

55.565 

13S.88 

277.77 

416.666 

555.55 


1111.11 

1388.8 

mi 

25 


125 


375 


750 


jSTZTijfl 

150 

16.666 

33.33 

8:1.33 

166.666 




666.66 



12.5 

25 

62.5 

125 

187.5 

250 

375 


625 

250 

10 

20 

50 

100 







8.33 

16.666 

41.666 

83.33 

125 

166.66 


333.33 

416.66 


7 

14.25 

35.714 

71.43 


142.86 

214.28 

285.72 

357.14 


6.25 

12.5 

31.25 

02.5 

93.75 

125 

187.50 

250 

312.5 


5.5 

11.11 

27.77 

55.55 

83.33 

111.11 

166.66 


277.7 


5 


25 

50 

75 






4.106 

8.33 

20.83 

41.666 

62.5 

83.33 

125 

166.66 



8.5 

7.142 

17.857 

35.71 

53.57 

71.43 

107.14 

142.86 

178.57 


3 

0.25 

15.625 

31.25 

46.875 

62.5 

93.75 

125 

156.25 


2.666 

5.5 

13.88 

27.77 

41.666 

55.55 

83.33 

111.11 

1338 

1000 

2.5 

5 

12.5 

25 

37.5 

50 

75 


125 


The above table may be used to advantage where the Horse Power Is given, and it is re¬ 
quired to know the quantity of water per minute the Pump will force to a certain height; also» 
where the height the water Is to be raised and the quantity of water needed per minute are 
known, the required Horse Power may be ascertained approximately by referring to the eleva** 
tion (as given in table) and then to the number of gallons nearest the number required, and the 
. Horse Power at the top of the column containing this number will be the approximate Horse 
Power required to pump the water. 


Digitized by ^ooQle 






























16 


THE DEMING COMPANY, SALEM, OHIO. 


TABLE SHOWING EQUIVALENTS OF PRE33URC AND HEAD OF WATER 


HEAD IN FEET AND EQUIVALENT PRESSURE 
IN POUNDS 


PRESSURE IN POUNDS AND EQUIVALENT 
HEAD IN FEET 

































































































































































THE DEMING COMPANY, SALEM, OHIO. 


17 


TABLE SHOWING APPROXIMATE ACTUAL HORSE POWER FOR OPERATING 
- DEMING TRIPLEX PUMPS UNDER DIFFERENT HEADS 


PLUNGERS 

D stroke 

Revo¬ 

lutions 

per 

Minute 

Capac¬ 

ity 

in Gals, 
per 

Minute 

WORKIN 

50 feet 
Head or 
21 lbs. 
Pressure 

G HEAD OB 

100 feet 
Head or 
43 lbs. 
Pressure 

PRESSURE 

150 feet 
Head or 
65 lbs. 
Pressure 

AND REQUIRED HOBS 

200 feet 250 feet 

Head or Head or 
87 lbs. 108 lbs. 

Pressure Pressure 

E POWER 

300 feet 
Head or 
130 lbs. 
Pressure 

2 in. 

2 in. 

60 

4.8 

.13 

.20 

.27 

.35 

.40 

.45 

2A “ 

2 “ 

60 

7.6 

.21 

.32 

.43 

.55 

.63 

.71 

“ 

3 “ 

60 

11. 

.31 

.47 

.63 

.80 

.92 

1.0 

3 “ 

3 “ 

60 

16. 

44 

.68 

.91 

1.2 

1.3 

1.5 

s l A “ 

3 “ 

60 

22. 

.61 

.94 

1.3 

1.6 

1.8 

2.1 

‘S l A “ 

4 “ 

60 

30. 

.83 

1.3 

1.7 

2.2 

2.5 

2.8 

4 “ 

4 “ 

60 

39. 

1.4 

1.7 

2.2 

2.8 

3.2 

3.7 

4 “ 

6 “ 

60 

59. 

1.6 

2.5 

3.4 

4.3 

4.9 

5.5 

5 “ 

6 “ 

60 

91. 

2.5 

3.9 

5.2 

6.6 

7.6 

8.5 

5 A “ 

8 “ 

60 

147. 

4.1 

6.2 

8.3 

10.7 

12.3 

13.8 

6 “ 

8 “ 

60 

174. 

4.8 

7.4 

9.9 

12.6 

14.5 

16.3 

7 “ 

8 “ 

60 

240. 

6.6 

10.2 

13.6 

17.4 

20.0 

22.5 

8 “ 

8 “ 

60 

312. 

8.6 

13.3 

17.7 

22.6 

26.0 

29.2 

8'A “ 

8 “ 

60 

354. 

9.8 

15.0 

20.0 

26.0 

29.5 

33.2 

9 “ 

10 “ 

50 

413. 

11.5 

17.6 

23.5 

30.0 

34.5 

38.8 

10 “ 

10 “ 

50 

510. 

14.2 

21.7 

29.0 

37.0 

42.5 

47.8 


Actual Horse Power for 100-fL lift is 1.7; for 200-ft. lift is 1.45, and for 300-ft. lift is 1.25 
times the Theoretical Horse Power . 


TABLE SHOWING WATER REQUIRED PER MINUTE TO FEED BOILERS 

((Mng the “ Centennial Standard ”—30 lbs. or 3.6 Gallons of water per Horse Power per hour, 
evaporated from 100° F. to 70 lbs. steam pressure per sq. in.) 



Depth of Well in feet (this depth or less) . 


Diameter of Cylinder in Inches (this Bize or less) . 


Diam. of Suction and Discharge Pipe (this size or greater)... 
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THE DEMING COMPANY, SALEM, OHIO. 


REVOLVING TOP CISTERN PUflP 


EASTERN STYLE 

WITH BOLTED BASE, BORED AND POLISHED CYLINDER 
Ft g. ISO 



Pumps of thi9 class (with the Cylinder in the stock) will operate where the 
water is not over twenty-five feet below the Pump; the horizontal distance to the 
water does not materially affect its working; in any case a Foot Valve on the end 
of suction pipe is advantageous when there is no danger from freezing. 

Freezing may be prevented by raising the lever to its extreme height, which 
trips the valves and allows the water to flow back after pumping when no foot 
7 alve is used. Fig, 120 for Export Trade is in great demand, as it is light, com¬ 
pact and durable. As listed below, this Pump is provided with a Brass Tube 
threaded for Iron Pipe Coupling. This tube is also used for soldering to Lead 
Pipe if desired. Fitted with Brass Valve Seat. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


8IZES AND PRICES 


No. 

Size of 
Cylinder 

•Fitted for 
Pipe 

Stroke 

IRON 

BRASS CYLINDER. 

Cipher 

Price 

Cipher 

Price 

0 

2 inch 

1 inch 

4 inch 

Abacus 

3 50 

Abdominal 

5 50 

1 

2 % “ 

1 

5 “ 

Abbacy 

4 00 

Aberrant 

600 

2 


1 % “ 

B “ 

Abbot 

4 60 

A berration 

7 00 

3 

2% “ 


6 “ 

Abbreviate 

5 00 

Abeyance 

800 

4 

3 

iX “ 

7 “ 

Abdicate 

5 50 

Abhorrent 

10 00 

B 

3 % “ 

i X " 

7 “ 

Abdication 

6 50 

Abiding 

13 00 

6 


2 “ 

8 “ 

Abdomen 

8 00 

Ability 

18 00 

8 

4 “ 

VA “ 

8 11 

Abduce 

10 00 

Abjection 

25 00 


• Fitted for other sizes of Iron Pipe, American or Foreign, but always for American Pipe 
as listed, unless otherwise ordered. 


M, B«—.Alphabetical Index is in front, and Figure Index in back, of O etalo fW , 
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REVOLVING TOP CISTERN PUHP 

EASTERN STYLE 

WITH BRACKETS, BORED AND POLISHED CYLINDER 
Fig. 124. 



The Cistern Pump represented by the above engraving is in its working 
parts similar to Fig. 120, but differs from it in having brackets for attaching to 
a wall, which is often found convenient. The attachment for suction pipe is 
bolted to the cylinder or stock. What is said about the use of Fig. 120 may also 
be said of Fig. 124. The brass valve seat and pipe coupling are combined in 
the shape of a flanged cast-brass tube, the bottom of which is threaded for 
iron pipe coupling; this tube is also used for soldering to lead pipe when the 
latter is used. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size of 
Cylinder 

•Fitted for 
Pipe 

Stroke 

IRON 

BRASS CYLINDER 

Cipher 

Price 

Cipher 

Price 

0 

2 inch 

1 inch 

4 inch 

Adipose 

3 50 

Adroit 

5 50 

1 

2% “ 

1 “ 

5 “ 

Adjutant 

4 00 

Adroitly 

600 

2 

2 V? “ 

l\i “ 

5 “ 

Adjutor 

4 50 

Adult 

7 00 

$ 

2% “ 

1% “ 

6 “ 

Adjutrix 

5 00 

Adverb 

800 

4 

3 '• 

1% “ 

7 “ 

Admonish 

5 50 

Adverbial 

10 00 

5 

** 

1 % “ 

7 “ 

Adobe 

6 50 

Adverse 

13 00 

6 

3j2 ** 

2 “ 

8 “ 

Adonean 

8 00 

Adversely 

18 00 

8 . 

4 “ 

2M “ 

8 “ 

Adonis 

10 00 

Aeolian 

25 00 


•Fitted for other sizes of Iron Pipe, American or Foreigrn, but always for American Pipe, 
Ml listed, unless otherwise ordered. 


In Telegrams use Cipher Words Designating Pomps—See Code, pages 4 and 5. 
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THE DEMlNG COMPANY, SALEM, OHIO. 


REVOLVING TOP CISTERN PUMP 

EASTERN STYLE 

WITH SCREWED BASE, BORED AND POLISHED CYLINDER 


Wig. 12U 



This Pump is identical with Fig. 120, except that the base is screwed to the 
cylinder instead of being bolted. 

Where there is no danger of freezing, a foot valve on the end of suction pipe 
is advantageous. To prevent freezing, where foot valve is not used, raise the 
lever to extreme height, thus tripping the valves. 

As listed below, this Pump is provided with a Brass Tube threaded for Iron 
Pipe Coupling. This tube is also used for soldering to Lead Pipe, if desired. 
Fitted with Brass Valve Seat. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

SIZES AND PRICES 


No. 

Size of 
Cylinder 

•Fitted for 
Pipe 

Stroke 

ISON 

BBASS CYLINDER 

Cipher 

Price 

Cipher 

Price 

0 

2 inch 

1 inch 

4 inch 

Abandon 

3 50 

Abettor 

5 50 

1 

2 “ 

1 

5 “ 

Abash 

400 

Abhor 

800 

2 

2 % " 

VA “ 

5 “ 

Abate 

4 50 

Aboard 

7 00 

3 

2% “ 

lg ;; 

6 “ 

Abating 

5 00 

Abode 

800 

4 

3 “ 


7 “ 

Abbess 

5 50 

Abolish 

10 00 

5 

3% “ 

lVa “ 

7 11 

Abbey 

6 50 

Abortive 

13 00 

6 

3'% “ 

2 

8 “ 

Abduct 

8 00 

Abound 

18 00 


•Fitted for other sizes of Pipe, American or Foreign, but always for American Pipe, as 
listed, unless otherwise ordered. 


K. B.—-Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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REVOLVING TOP CISTERN PUMP 

EASTERN STYLB 

WITH BRACKETS, BORED AND POLISHED CYLINDER 
Fig. 127. 



The above cut represents a Cistern Pump similar to Fig. 121, except that it 
is provided with brackets (for bolting it to wall) instead of the base. All 
working parts are the same as in Fig. 121. To prevent freezing, trip the valves 
by raising the lever to its extreme height. The parts are made to exact gauges, 
so that repairs will always fit. 

As listed below, this Pump is provided with a Brass Tube threaded for Iron 
Pipe Coupling. This tube is also used for soldering to Lead Pipe, if desired. 
Fitted with Brass Valve Seat 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

SIZES AND PRICES 


No. 

Size of 
Cylinder 

♦Fitted for 
Pipe 

Stroke 

IKON 

BRASS CYLINDER 

Cipher 

Price 

Cipher 

Price 

0 

2 inch 

1 inch 

4 inch 

Awry 

8 50 

Axletree 

550 

1 

2 “ 

1 “ 

5 44 

Axial 

4 00 

Azalea 

6 00 

2 

25? “ 

** 

S 44 

Axially 

450 

Azarole 

7 00 

8 

2% “ 

iC2 “ 

6 44 

Axiom 

500 

Azimuth 

8 00 

4 

3 “ 

l/? “ 

7 44 

Axiomatic 

5 50 

Azoic 

10 00 

i> 


It? 41 

7 44 

Axis 

650 

Azorian 

13 00 

6 

8 % “ 

2 44 

8 4 * 

Axle 

800 

Azote 

18 00 


* Fitted for other sices of Pipe, American or Foreign, but always for American Pipe, as 
listed, unless otherwise ordered. 


In Telegrams use Cipher Words Designating Pomps—See Code, pages 4 and 5. 
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THE DEMlNG COMPANY, SALEM, OHIO. 


REVOLVING TOP CISTERN PUMP 

WESTERN” STYLE 

WITH BOLTED BASE, BORED AND POLISHED CYLINDER 


Fig. 123 



This Pump is in general construction like Fig. 120, but differs from the 
latter in the base and coupling for pipe. The brass valve seat and pipe coupling 
are combined in the shape of a flanged cast-brass tube, the bottom of which is 
threaded for iron pipe coupling; this tube is also used for soldering to lead pipe 
when the latter is used. 

Fig. 123 is taller than our Eastern styles of Cistern Pumps. It is substantial 
in every respect. Being the standard style of Cistern Pump in the Western trade, 
its sale is extensive. To prevent freezing, trip the valves by raising the lever to 
its extreme height. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

SIZES AND PRICES 


No. 

Size of 
Cylinder 

♦Fitted for 
Pipe 

Stroke 

IRON 

BRASS CYLINDER 

Cipher 

Price 

Cipher 

Price 

0 

2 inch 

1 inch 

6 inch 

Accent 

4 00 

Adamant 

600 

1 

2)4 “ 

1 

6 “ 

Acclaim 

4 GO 

Adder 

6 50 

2 

2% “ 

VA “ 

6 “ 

Accord 

5 00 

Addling 

7 00 

3 

2% “ 

1% “ 

6 “ 

Acquaint 

5 75 

Adept 

800 

4 

3 “ 

lg “ 

6 “ 

Acquitted 

6 25 

Adjourn 

10 00 

5 

Wa. “ 

1% “ 

6 “ 

Acute 

6 75 

Adjunct 

13 00 

6 


2 

6 “ 

Adage 

800 

Adj'ure 

18 00 


♦Fitted for other sizes of Pipe, American or Foreign, but always for American, as listed, 
unless otherwise ordered. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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REVOLVING TOP CISTERN PUMP 

EASTERN STYLE 

WITH BOLTED BABE, DOUBLE ROD AND PISTON GUIDE 
Vl«. 18 * 



Fig. 122 represents a style of Cistern Pump in which all working parts are 
constructed in the most perfect manner. The double rod and piston guide give a 
direct vertical motion to the plunger, so that it works perfectly true in the cylinder. 
In general construction this Pump is similar to Fig. 120. 

This Pump is furnished with metallic fitted valves for pumping hot liquids, etc., 
if desired, at extra net prices given below. To prevent freezing, trip the valves 
by raising the lever to its extreme height. Fitted tor both Lead and Iron Pipe. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

fUseCyl. 

• Fitted for 
Pipe 

Stroke 

IRON 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

1 

2# Inch 

1 inch 

5 inch 

Angular 

500 

Annoy 

700 

t 

2K “ 

iK 44 

5 44 

Animal 

5 50 

Anoint 

800 

2 

2a 11 

1 H “ 

6 44 

Annexed 

600 

Anthem 

900 

4 

» 44 

44 

7 44 

Animate 

6 50 

Antics 

11 00 

j 

•V M 

\% 44 

7 14 

Ankle 


Anthony 

14 00 

6 

»8 - 

2 “ 

8 “ 

Announce 


Antler 

19 00 


• Pitted for other sizes of Pipe, but always as listed, unless otherwise ordered. 


PRICES OF METALLIC VALVES FOR CISTERN PUMPS 

NolO. — .1 25 net extra No. 2.1 50 net extra No. 4.1 75 net extra 

125 « “ No.8.165“ “ No. 5. -.2 00 “ 44 

)Vo.6..~—...—.2 25 net extra 

In Telegrams use Cipher Words Designating Pomps—See Code, pages 4 and 5. 
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THE DEMING COMPANY, SALEM, OHIO. 


NEW STYLE 

BRASS CYLINDER PITCHER SPOUT PUMP 

WITH PATENT RUBBER VALVE SEAT, 

ADJUSTABLE LEVER AND BASE 



Fig. 101 represents our new style Pitcher Spout Pump with Brass Cylinder. 
The cylinder or barrel of this Pump is made of seamless brass tubing. The base 
and bearer are so constructed that the spout may be placed in any desired position. 
We make but one size of this Pump as below. Fitted for both Lead and Iron Pipe. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRIpES 


Pig. 

SUeCyL 

Fitted for Pipe 

Cylinder 

Cipher 

Price 

101 

) 

f 1 in. Lead 1 

Polished Brass 

Antipathy 

7 00 


} 3 inch 

•1 and Iron V 




101 

i 

l Pipe j 

Nickle Plated 

Antigraph 

8 00 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED CLOSE-SPOUT PITCHER PUMP 


129, Pitcher Pump with close spout, in some localities is preferred for 
cistern use to the other styles of Pitcher Spout Pumps. It is constructed with 
revolving top, so that it may be used either right or left handed. To prevent 
freezing, trip the valves by raising the lever to its extreme height. 

These Pumps, as listed, are fitted for Iron Pipe only. Fitted for Lead Pipe 
when so ordered. Connection for Lead Pipe charged extra. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 



Furnished, when ordered , with Patent Bubber Valve Seat at extra cost—see page 95. 

PlfrU fains om Cipher Words Designating Pumps—See Code, pages 4 and & 
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THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED CLOSE-TOP PITCHER SPOUT PUMP 

«NTM AOJUSTASLC LEVER AND CUT-OFF BAIC 


Fig. 1M 



The above illustration represents our Improved Pitcher Spout Pump with 
Close Top, a style that is in universal favor for house use, where a cheap and 
substantial Cistern Pump is required. The Cylinder is bored perfectly true and 
highly polished. The Suction Pipe attachment is arranged by a projecting hub 
at the bottom of the base, on which is screwed a coupling nut, threaded for gas 
pipe. All parts are made to exact gauges, so that repairs will always fit. To pre¬ 
vent freezing, trip valves by raising lever to its extreme height. 

These Pumps, as listed, are fitted for Iron Pipe only. Fitted for * f ead 
Pipe when so ordered. Connection for Lead Pipe charged extra. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

Fitted 
for Pipe 

Stroke 

IRON 


BRASS-LINED CYL. 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2 % inch 

1 inch 

4 inch 

Assay 

4 25 

Astound 

650 

Attract 

700 

2 

3 

1 X “ 

4 

Assayed 

4 75 

Astray 

Asunder 

7 25 

Audit 

10 00 

3 

3K “ 

1 Vk “ 

4 

Assent 

5 25 

800 

Auditor 

12 00 

4 

4 

154 “ 

4% “ 

Assign 

6 25 

Atoning 

900 

Augment 

14 00 

5 

6 

4 % “ 

5 “ 

2 

2% “ 

5 

5}4 “ 

Assuage 

Astounding 

9 50 
17 00 

Attain 

Attained 

12 50 
22 00 



N. B.—Alphabetical Index Is in front, and Figure Index in back, of Catalogue. 
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IMPROVED OPEN-TOP PITCHER SPOUT PUMP 

WITH ADJUSTABLE LEVER AND CUT-OFF BASE 
Fig. ISO 



This Pump is exactly the same as Fig. 125, except in the construction of 
the top or bearer, which in Fig. 126 is open, so that the water flows up and out 
the spout in full view. If desired, the rod may be uncoupled and the plunger 
drawn out without removing the bearer and lever. 

To prevent freezing, raise the lever to its extreme height. All parts made to 
gauges, so that repairs will always fit. 

These Pumps, as listed, are fitted for Iron Pipe only. Fitted for Lead Pipe 
when so ordered. Connection for Lead Pipe charged extra. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size 

Fitted 

Stroke 

IRON 


BRASS CYL. 

CyL 

For Pipe 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2 % in. 

1 in. 

4 in. 

Author 

4 25 

Avenging 


Award 

■EP1 

2 

8 “ 

$ “ 

4 “ 

Avail 

4 75 

Avowed 

7 25 

Awarded 


8 

8J4 “ 

4 “ 

Avaunt 

5 25 

Avowal 

800 

Awful 

KpYjfta 

t 

4 " 

1§ “ 

2 “ 


Avenge 

Avenged 

Avenue 

625 
9 51 

Awake 

Awaken 

9b00 
12 50 

Awkward 

Kljl| 

6 

2H “ 

5 fi “ 

17 00 

Awakened 

22 00 


..... 


Furnished, when ordered , with Patent Rubber Valve Seat at extra cost—see page 95. 


In Telegrams use Cipher Words Designating: Pumps—See Code, pages 4 and A. 
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THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED 

PORCELAIN-LINED PITCHER PUMPS 



The above cuts represent our Pitcher Spout Pumps with Porcelain-lined 
Cylinders, by which corrosion is prevented. The water is always pure and free 
from discoloration. To prevent freezing, trip the valves by raising the lever to 
its extreme height. All parts are made so that repairs will always fit 

These Pumps, as listed, are fitted for Iron Pipe only. Fitted for Lead Pipe 
when so ordered. Connection for Lead Pipe charged extra. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

Fitted for Pipe 

Stroke 

Fig. 135 

Fig. 136 

Cipher 

Price 

Cipher 

Price 


2V in. 

1 in. 

4 

in. 

Awfully 


Awlwort 

6 50 


3 “ 

1 * “ 

4 

«< 

Aware 

7 25 

Avoid 

7 25 


3 % “ 

. IV “ 

4 


Away 


Avoided 

8 00 


4 .. 

IV “ 



Awhile 

HU 

Avoiding 



4 % “ 

2 “ 

5 

ft 

Awned 

mm 

Averse 



Furnished, when ordered , with Patent Rubber Valve Seat at extra cost—see page 95„ 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue, 
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THE DEMING COMPANY, SALEM, OHIO. 


ANTI-FREEZING CISTERN PUMPS 


SET-LENGTH 


Fig. 117, represented by 
the cut to the left, is the 
same as Fig. 120 Cistern 
Pump, with Plunger and 
valves omitted, and a set- 
length pipe connecting 
to a Cylinder or working 
barrel below. This Pump 
is suitable for in-door or 
out-door use where a 
short Pump Standard is 
desired. 

Fig. 130 is the same as 
Fig. 126 Pitcher Spout 
Pump, with wTought-iron 
set-length and independ¬ 
ent Cylinder or working 
barrel. 

A drip hole above the 
Cylinder prevents freez¬ 
ing. 

Rules and Tables for 
Capacity, Required Pow¬ 
er and Speed of Pumps, 
pages 11 to 16. 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 90. 


No. 

Size Cyl. 

Fitted for 


F‘g. 117 

Fig. 130 

Pipe 


Cipher 

Price 

Cipher 

Price 

1 

2^ in 

1 in 

fi in. 

Babble 

6 00 

Bald 

6 25 

2 

2% “ 

1* “ 

6 “ 

Babel 

6 f>0 

Balder 

6 75 

3 

2* “ 

V/, “ 

f> “ 

B icking 

7 00 

Baldish 

7 25 

4 

8 “ 

IX “ 

6 “ 

Baffled 

7 50 

Baltic 

7 75 

5 

*X “ 

lQ “ 

6 “ 

Baffling 

8 00 

Banding 

8 25 

6 

3X “ 

l'A “ 

6 “ 

Baking 

8 75 

Bandit 

9 00 

8 

4 “ 

2 “ 

6 “ 

Balcony 

9 50 

Bantam 

1 9 75 
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IMPROVED ANTI-FREEZING WELL PUMPS 


WITH WROUGHT-IRON SET-LENGTH 
AND BOLTED BASE 


Fig. 202—Tight-Top 


Fig. 200—Open-Top 


The Pumps illustrated on this 
page have been long and favor¬ 
ably known in most parts of the 
country. They are adapted to 
wells not over twenty-eight feet 
in depth, and they are rendered 
anti-freezing by a drip-hole in 
the set-length pipe directly 
above the cylinder, abont three 
feet below base of Pump. 

When the cylinder is lowered 
to within fifteen or twenty feet 
of the water, these Pumps will 
do good service in wells fifty 
feet deep. 

The Tight-Top Pump, Fig, 

202 , is preferred in some cases 
on account of the direct vertical 
motion of the piston-rod, and because no stones or 
dirt can be thrown into it, which might prevent 
its working. 

These Pumps are equally adapted for open and 
driven wells. Repairs will always fit Length of 
stroke 6 inches. 

Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 

SIZES AND PRICES 


t\ 


V 


o' 

Size 

Fittod 

Fig. 200 | 

1 52 

Cyl. 

for 

Cipher Pr. 

*Stan’d 

1 

24 in. 

1 in. 

Bashful 7 00 

4 00 

2 

2 2 “ 

1 l A “ 

\i •• 1 

Basin 7 50 

400 

3 

2*4 “ 

Basting 8 00 

4 50 

4 

3 “ 

Batter 8 50 

5 00 

5 

3i4‘‘ 

Batting 9 00 

5 50 



♦The “Standard” means complete parts of Pump above, and including the base. The 
M Cipher” applies only to the complete Pump. 

Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95. 
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SPECIAL ANTI-FREEZING WELL PUMPS 


Fig. 1M—Open Top 


FI*. 199—Tight Top 



WITH WROUGHT-IRON SET-LENGTH 
CONNECTED UNDER SPOUT 


Figs. 198 and 199 a»e the lightest Set- 
length Well Pumps we make. In de¬ 
signing them care has been taken to so 
distribute the metal that strength and 
lurability are retained. 

A drip hole in set-length pipe allows 
water to flow back and prevents freezing. 

The difference between Figs. 198 and 
199 is that the latter has a tight top with 
links to the lever which gives it a direct 
vertical motion, and prevents obstructions 
being thrown into the stock. 

Length of stroke, six inches. 

Rules and Tables for Capacity, Required 
Power and Speed of Pumps, pages 11 
to 16. 


SIZES AND PRICE3 



No. 

SizeCyl. 


| Fig. 198 

Fig. 199 

Fitted for Pipe 

Cipher 

Price 

Cipher 

Price 

3 

2 # inch 

IX inch 

Brazenly 

7 25 

Breaded 

8 00 

8 

m •• 

IX “ 

Brazier 

7 50 

Breadth 

8 25 

4 

3 

IX “ 

Breach 

7 75 

Breaker 

8 50 


Fig. 198, Standard complete, $4.25. Fig. 199, complete, $5.50 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95, 


Digitized by 


Google 
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IMPROVED ANTI-FREEZING WELL PUMPS 

WITH OPEN TOP 

MT*LCNQTH PIPE CONNECTED UNDER SPOUT 

Fif. #1*—Heavy Standard 



Description and lists of these Pomps will be found on the opposite page. 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95, 

Digitized by Google 
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IMPROVED ANTI-FREEZING WELL PUMPS 

SET-LENGTH PIPE CONNECTED UNDER SPOUT 
Figs. SIO, £11 and SIS 

The Pumps illustrated on the preceding page are similar in design, the only 
difference being in the sizes and weights of the standards. As listed these Pumps 
may be used in wells of about 28 feet in depth; but by lowering the 
cylinder to within 15 feet or into the water, the medium and heavy Pumps, 
FiflS. 211 and 212, are adapted for wells 50 to 60 feet deep. The bases of these 
Pumps are cast solid on the stock, and set-length pipes are connected under the 
spout, thus causing delivery of the water after a few strokes of the handle, and 
preventing effect from frost by the air space between the pipe and stock of Pump. 
These Pumps may be used in both open and driven wells. Always furnished with 
raised sand valve seat. Length of stroke six inches. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES-WITH IRON CYLINDER8 


SIZES AND FITTINGS 

Fig. 210 

Fig. 211 

Fig. 212 

No. 

Size Cyl. 

Fitted for 




Pipe 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

254 in. 

254 “ 

2*4 41 

8 “ 

854 14 

354 44 

4 “ 

1 in. 

Beaver 

7 75 





2 

154 44 

Bedded 

8 00 

Begrudge 

Behest 

Bemoan 

Benumb 

Bequest 

8 50 



8 

4 

5 

0 

Bedding 

Beetle 

Befall 

8 25 

8 50 

8 75 

8 75 

9 00 

9 25 

9 75 

Besiege 

Beseech 

Besought 

Betide 

9 25 
950 

9 75 

10 25 

8 

2 “ 



Betoken 

1150 


SIZES AND PRICES— WITH BRASS-LINED CYLINDERS 


SIZES AND FITTINGS 

Fig. 210 

Fig. 211 

Fig. 212 

No. 

Size Cyl. 

Fitted for 
Pipe 




Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2 

8 

4 

5 

6 

8 

n 

1 in. 

154 44 

IK 44 

154 44 

154 44 

154 “ 

2 “ 

Betroth 

Betrothal 

Bewitch 

Bewitched 

Biguess 

10 00 
10 25 

10 50 

11 00 
11 50 





Bigotry 

Bilious 

Billiards 

Biped 

Birthday 

10 75 
1100 

11 50 

12 00 
12 75 



Bismuth 

Bison 

Blacked 

Blacking 

Blame 

n 




Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95. 
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IMPROVED ANTI-FREEZING WELL PUMPS 

WITH TIGHT TOP 

SET-LENGTH PIPE CONNECTED UNDER SPOUT 


FI*. SIS—tigbt Standard Fi*. S14r-Medinxn Standard 


FI*. SIS-Hcftvy Standard 
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IMPROVED ANTI-FREEZING WELL PUMPS 

SET-LENGTH PIPE CONNECTED UNDER SPOUT 
Figs. *18, *14 and *15 

The Pumps, Figs. 213, 214 and 215, represented by cuts on preceding page, 
are similar to FiflS. 210, 211 and 212, respectively; the only difference being that 
the former are constructed with tight tops, which give a direct vertical motion to 
the piston-rod and prevent foreign substances from getting into the working parts 
through the top of Pump, and are often preferred to the open-top style of Pump 
for that reason. The bases are cast solid on the stock with the set-length pipe 
connecting under the spout. These Pumps are adapted to open or driven wells. 
Length of stroke, six inches. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES— WITH IRON CYLINDERS 



Fig. 213 

Fig. 214 

Fig. 215 

No. 

1 

2 

8 

4 

5 

6 

8 

Size Cyl. 

Fitted For 
Pipe 

Hgt. ,47 in. Base to Top 

Hgt. ,48 in. Base to Top 

Hgt. ,50 in. Base to Top 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

254 in. 

254 “ 

2 H “ 

8 “ 

P: 

1 in. 

2^ “ 

Blamed 

Blameless 

Blaming 

Blarney 

Bleeding 

860 

8 75 

9 00 

9 25 
950 





Blended 

Blender 

Blighted 

Blighting 

Blistered 

Iff 

Bloated 

Bloomed 

Bloomer 

Blooming 

Blotched 

§§ 


SIZES AND PRICES— WITH BRASS-LINED CYLINDERS 



SIZES AND FITTINGS 

Fig. 213 

Fl<r. 214 

1 Fig. 215 

No. 

Size Cyl. 

Fitte 1 For 
Pipe 

Hgt.,47in.BasetoTop 

Hgt.,48in.BasetoTop 

Hgt. ,50 in. Base to Top 

Cipher 

Price 

Cipher 

Price 

! Cipher 

Price 

1 

. 2 

254 in. 

254 “ 

1 in. 

154 “ 

154 “ 

Blouse 

Blowing 

Blockade 

10 75 
It 00 

Bluffed 

li 50 



3 

2K “ 

11 25 

Bluffer 

It 75 

Blunted 

12 25 

4 

3 “ 

}54 “ 

Blocking 

Bluebird 

11 75 

Bluffing 

12 25 

Blunting 

12 75 

5 

6 

354 

3* " 

w- 

12 25 

Blunder 

Blundering 

12 75 

13 50 

Bluntly 

Bluster 

13 25 

14 00 

8 

4 •* 

2 « 




Blustering 

15 75 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95. 
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SPECIAL ANTI-FREEZING WIND MILL PUMPS 


8CT« LENGTH PIPE CONNECTED UNDER SPOUT 


Flf. 481— Medium Standard 

FI*. 4X0—Light Standard 



Flf. 4X8— Heavy Standard 
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SPECIAL ANTI-FREEZING WIND MILL PUMPS 

t 

SET-LENGTH PIPE CONNECTED UNDER SPOUT 
riffs. 4*0,481 u4 488 

These Pumps are similar to Figs. 213, 214 and 215, respectively, both in 
dimensions and adaptability. The addition of the Wind Mill top gives a vertical 
motion to the piston-rod, preventing an uneven action of the plunger in the 
cylinder, and adapts them for Wind Mill use. 

The flat rod of these Pumps fits the top tightly ; and the same may be said of 
them in this respect as is said of Figs. 213, 214 and 215, i. e. t dirt and stones or 
other foreign substances cannot be thrown into the Pump to prevent its working. 

These Pumps are made anti-freezing by a drip hole in set-length pipe just 
above the cylinder. Repairs will always fit. Length of stroke, six inches. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. ' 


SIZES AND PRICES—WITH IRON CYLINDER8 


SIZES AND 

FITTINGS 

Fig. 420 

Fig. 421 

Fig. 423 

No. 

Size Cyl. 

Fitted 
for Pipe 

Height, 44 in. Base to 

Top Guide 

Height, 45 in. Base to 

Top Guide 

Height, 47 in. Base to 
Top Guide 


Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2% inch 
2% “ 

2 * :: 

$ « 

1 inch 

Boarded 

8 75 





2 

i y K “ 

Boarding 

Boasted 

Boastful 

Boating 

0 00 

Boatswain 

9 50 



3 

4 

5 

6 

» 25 
950 

9 75 

Bobbin 

Bobbinet 

Bobbing 

Bobolink 

9 75 
10 00 
10 25 
10 76 

Bobtail 

Bobtailed 

Bobwhite 

Booking 

Bodeful 

Bj 

8 

4 “ 

2 





SIZES AND PRICES—WITH BRASS-LINED CYLINDERS 


- SIZES AND FITTINGS 

Fig. 420 

Fig. 421 

Fig. 423 

No. 

Size Cyl. 

Fitted 
for Pipe 

Height, 44 in. Base to 

Top Guide 

Height, 45 in. Base to 

Top Guide 

Height, 47 in. Base to 
Top Guide 


Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

Ol/ II 
g* •< 

I* “ 

1 inch 

Bodice 

■mi 



. 


2 


Bodiless 

11 25 

Boggish 

Bogus 

Boiling 

Bolden 

Boldly 

11 75 



$ 

4 

6 

• 


Bodily 

Bodkin 

Boggle 

m 

§§ 

Bollard 

Bolster 

Bolter 

Bolting 

Bombard 

m 

8 

4 - 

2 “ 


:: . : 

KU 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95. 
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IMPROVED 

ADJUSTABLE STANDARD LIFT PUMPS 

Flf.181 



ANTI-FREEZING 

Flfl. 181, The “Banner,” and Fig. 
182, The “Mascot” represent set 
length Lift Pumps of recent design. 
They are attractive in appearance and 
extremely convenient in construction. 
That part of the standard below the 
spout is made of iron pipe, and may 
be raised or lowered to suit the ideas 
of the user. The Fulcrum, Brace and 
Base are all adjustable to any position 
required. As shown they are adapted 
to wells 28 feet deep or less, but by 
lengthening the pipe below the base, 
and lowering the cylinder into the 
water, they are equally serviceable in 
deep wells. 

Stroke, six inches. 

Rules and Tables for Capacity, Re¬ 
quired Power and Speed of Pumps, 
pages 11 to 16. 


SIZES AND PRICES 


Fi*. 18* 


‘MASCOT* 


Figure 

Name 

Size 

Cyl. 

Fitted 
for Pipe 

With Iron Cyl. 

With 

Brass Lined Cyl. 

With Brass Cylinder 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

181 

182 

Banner 

Mascot 

8 inch 

8 “ 

in. 

1 X “ 

Baboon 

Bachelor 

9 00 

7 60 

Bacon 

Badger 

1150 

10 00 

Baggage 

Balky 

1300 

1150 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95. 
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Flf. StHI—“PREMIUM* 

IMPROVED m 

Mg, 1 M^UEADBR “ IH 

__ ADJUSTABLE STANDARD f ft 
Jfi| FORCE PUMPS ill 

I II ANTI-FREEZING ImI 

^k The “Leader” and “Premium”, 

Figs. 192 &nd 290, are our latest ||JI 

design. They are both arranged IB B ^k 
mK with adjustableFulcrums, Braces ^k 

^k and Bases. The standard may be£9 ;«W %, 

y ^ lenghtened or shortened when I ^k 

1 The “Leader” Pump is made with ^k 

*SF six inch stroke. 

H % The ‘ ‘ Premium* ’ has ten inch stroke H ^k \ 

m and is the easiest working Pump in the H 

■ world—as a House and Yard Tump it JB ^k 

has no equal. Dealers declare it is the ^k 

greatest seller on the market. 

W As shown, these Pumps are suitable for W 

I wells 28 feet deep or less, and by lowering ■ 

■ cylinder into the water, are adapted to deep I 

I Both Pumps are furnished with hose I 

I Fig. 290, with Brass Tube Cylinder, is al- 9 

I ways furnished with Outside Caps, unless || 

■ otherwise ordered. H 

iSm Rules and Tables for Capacity, Required |||| 

H Power and Speed of Pumps, pages 11 to 16. [■ 


SIZES AND PRICES— LEADER*' FIG. 192 


Size Cyt 

Fitted 
for Pipe 

Stroke 





With Iron Cylinder 


With Brass Cylinder 

Cipher _ Price 

Bribery 15 50 



Pomps Illustrated and Listed above lia\e Patent Rubber Valve Seat—See page 95. 
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Pumps Illustrated and Listed above have Patent Rubber Yalve Seat— See pare 95 
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ANTI-FREEZING WELL FORCE PUMPS 


WITH WROUGHT IRON 


Figs. 220 and 221 are simi- *6 
lar to Figs. 219 and 223 re- j pj| 
spectively, the principal differ- 
ence being that Fig. 220 has a 
^ bolted base, and Fig. 221 has 
the base screwed to the stand- 
ak ard. When the pipe and cylin- 
U der need to be removed from 
11 well this feature is of value, as 
all the weight above the base 
is readily removed. A drip-hole is pro¬ 
vided to prevent freezing. 

Each pump has a hose coupling 
screwed to the spout. 

These pumps as listed are adapted to 
wells 28 feet deep, but by placing the 
cylinder in or within 20 feet of the water 
they may be used for wells 75 feet deep. 
The length of stroke is six inches. 

Rules and Tables for Capacity, Re¬ 
quired Power and Speed of Pumps, pages 
11 to 16. 


♦Fig. 221. 
Cipher 11 


Borough 

Borrowed 

Bosom 

Bossage 


•Fig. 221 with cock on spout, $2.50 extra list. 

Fig. 220, Standard, complete, $10.00; Fig. 221, Standard, complete, $11,001 


Pomps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95, 


Size of 
Cylinder 

Fitted for 
Pipe 

Fig. 220. 
Cipher | Price 

fi" 

IV 

i 

i in. 

1 “ 

\ “ 

Booty 

Bopeep 

Boracic 

Borax 

13 00 
13 00 

13 50 

14 00 
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ANTI-FREEZING WELL FORCE PUMPS 


FI*. 422 


WITH WIND MILL TOP 

12 F 

WROGQHT-IRON SET-LENGTH CONNECTED 
UNDER SPOUT 

The Force Pumps illustrated 
on this page are the same as Fig. 

440 and Fig. 444, with the addi¬ 
tion of a set-length pipe and 
cylinder. The wind-mill top 
gives a direct vertical motion to 
the plunger, thus wearing the 
cylinder evenly and smoothly. 

They are provided with a brass 
hose coupling and back outlet, 
also with brass stuffing-box and 
brass thumb-screw in the air 
chamber. When used as Lift 
Pumps, the brass thumb-screw 
should be loosened. 

Fig. 442 having cock spout 
and back outlet, is very desir¬ 
able as a Tank Pump, as the 
water can be either discharged 
at the spout or forced into a 
tank. 

Length of stroke, six inches. 

Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 


Fla. 442 




SIZES AND PRICES 


No. 

Size 

Fitted 

| Fig. 422 


Cyl. 

forPipe 

1 Cipher 

1 Price 




13 00 

Botlinian 

13 00 

Bottled 

13 60 

Bottling 

14 00 

Bottom 

14 60 

Bouillon 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat— See page 95. 
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ANTI-FREEZING HAND FORCE PUMP 



WITH SET-LENGTH PIPE AND 
INDEPENDENT CYLINDER 

UPWARD DISCHARGE AND 
COCK SPOUT 


FIs. 512 


This Pump is constructed from 
our Hand Force Pump, Fig. 508, 
the plunger and valves being omit¬ 
ted and the piston-rod connected 
to that of an independent Cylinder, 
attached to a set-length pipe three 
feet below the base. The Pump is 
thus rendered anti-freezing by drip- 
hole above the Cylinder, and may 
be placed outdoors wherever an or¬ 
dinary Set-length Force Pump is 
adaptable. 

Rules and Tables for Capacity, 
Required Power and Speed of 
Pumps, pages 11 to 16. 


SIZES AND PRICES 


NOw 

Size Cyl. 

Suct’n Fitted 
for Pipe 

Disc’g Fitted 
for Pipe 

Stroke 

Cipher 

Price 

S 

gain. 

IK in. 

IK 44 

IK “ 

IK in. 

3K “ 

IK 44 

| 6 in. 

6 “ 

6 “ | 

Emphasis 

Emphatic 

Emperor 

36 CO 

38 00 

24 00 


Pumps Illustrated and Listed above have Patent Rubber Yalve Seat—See page 95. 
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Pigs. 280 and 450 are adapted for wells 25 feet deeft 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95. 
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1-Hand Top 


Fig.451 


THE " PEERLESS” 

DOUBLE-ACTING 

DEEP WELL FORCE 
PUMPS 


WITH STRAINER AND HOSE 
ATTACHMENT 


The only difference between the “Peer¬ 
less* * Shallow Well Pumps and the “Peer¬ 
less** Deep Well Pumps is that the latter 
have the two attachments. Full expla¬ 
nation concerning the manner of changing 
the shallow well to deep well Pumps is 
given on preceding page. The shallow 
well Pumps can be ordered, and as occa¬ 
sion requires deep well Pumps may be 
made by ordering simply the attachments 
A and B. If you know what is wanted 
for any special order, however, it is better 
to always order the Pump complete as 
listed. 

Figs. 281 and 451 may be used in wells 
over 25 feet in depth, and the Pump will 
always be primed if the lower cylinder is 
set in the water. 

The No. 4 Pumps are adapted for 5 # 
inch cased wells. Generally speaking, 
it may be said that the 2 % inch Pumps 
(No. 2 ) should be used in wells xoo feet 
deep, the 3 inch Pumps (No. 4 ) in wells 
60 feet deep, and the $}£ inch Pumps 
(No. 6 ) in wells 40 feet deep; or less than 
depth mentioned. 

Rulesand Tables for Capacity, Required 
Power and Speed of Pumps, pages 11 
to 16. 



SIZES AND PRICES 


Diameter 
So. Lower 
Cylinder I 
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Fig, —Hand Top THE “PEERLESS” fi*. 4#*| wiadmmTo* 


DOUBLE-ACTING 

DRILL WELL PORCH 
PUMPS 

WITH STRAINER AND HOSK 
ATTACHMENT 

S There is a demand in some 
Sections of the country for 
Double-Acting Pumps that will 
go in drilled wells of small diam¬ 
eter, and to meet this requirement we 
have constructed our “ Peerless** 
Drilled Well Pumps, Figs. 282and 452. 

The No. 2 Pump ( 2 %, inch cyl.) goes 
in 3 # inch; the * 1 Special '* ( 2 # inch 
cyl.) goes in 3 inch; and the No. 4 
(3 inch cyl.) goes in 4 in. drilled well. 

As drilled wells are usually deep, 
we make Figs. 282 and 452 only with 
divided cylinders. They may be used, 
however, in shallow wells. The depth 
of a well, as to the Pump’s lifting 
capacity, is usually considered from 
surface of ground or level of platform 
to the surface of the water in the well. 
Less trouble is experienced with deep 
well Pumps when the lower cylinder 
is placed in the water, since the pump, 
in that case, is always primed. 

The lower cylinders of the drilled 
well Pumps are made of brass tubing 
with inside attachments. 

Rules and Tables for Capacity, Re¬ 
quired Power and Speed of Pumps, 
pages 11 to 16. 

SIZES AND PRICES 


Fig. 282 Hand Top 





Fig. 452 Windmill Top 


Cipher 


Belaying 17 00 


Pumps Illustrated and Listed above have Patent Rubber Valve Seat—See page 95, 
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Fig. 283—Hand Top 



THE "PEERLESS” 

DOUBLE-ACTING 

THREE-WAY FORCE 
PUMPS 

WITH STRAINER AND HOSE 
ATTACHMENT 

Figs. 283 and 453 

The convenience of the Three- 
Way Pump is proverbial among 
Pump ana wind-mill users ana 
dealers. With this style of 
“ Peerless M Pump the water 
may be discharged through the 
spout or through the under-ground dis¬ 
charge pipe, by simply turning a hand- 
wheel at the top of the spout. 

The lower cylinders of these Pumps are 
the same style as used with Figs. 282 and 
452, so that they can be placed in drilled 
wells of small diameter. It should be re¬ 
membered, however, that well casing 
must come only to the upper cylinder 
attachment, 4 feet 3 inches below base of 
Pump. A pit of that depth should be dug 
so as to accommodate the underground 
discharge pipe. Either the Hand Pump, 
Fig. 283, or Windmill Pump, Fig. 453, will 
be found very convenient for hand use, in 
discharging water into a tank located 
either at the house or bam. If,however,the 
Pump is for both hand and windmill use, 
or for windmill only, our Fig. 453 Pump 
should be used. 

These Pumps are made with divided 
cylinders, the lower cylinder being of 
brass tubing with inside attachments. 
Being made in this way they can be used 
in drilled or open well9 of any ordinary 
depth. 


SIZES AND PRICES 



No. 

Diameter 

Lower 

Cyl. 

Fitted 

for 

Pipe 

Stroke 

Under¬ 

ground 

Discharge 

Diameter 

1 Fig. 283 Hand Top 

|Fig.453 Windmill Top 

Cyl. goes in 

Cipher 

Price 

Cipher 

Price 

2 

4 

2« In. 

3 “ 

IK in. 
IK “ 

6 in. 

6 “ 

1 in. 

1 “ 

8 in. 

3 K “ 

Belvedere 

Benefactor 

19 00. 
19 00 

Bengal 

gethel 

20 00 
_20 00 


Piss. 283 and 453 are adapted for wells up to 125 feet deep. 


Pumps Illustrated and Listed above have Patent Rubber Talve Seat—See page 98. 

Digitized by Google 






48 


THE DEMING COMPANY, SALEM, OHIO. 


THE "COGSWELL” STRAIGHT-LINE 
LIFT AND FORCE PUMP STANDARDS 


WITH GEAR-GUARDS, SWIVEL TOP AND ADJUSTABLE BASE 


Fig'. 250—Lift 


Flgi. 950 and 951 


Fig. 951—Force 



The “Cogswell* * straight-line pump is made 
in four types, viz: a lift pump standard 
(Fig. 250 ); a force pump standard (Fig. 
251 ); a set-length lift pump (Fig.* 252 ); and 
set-length force pump (Fig. 253 ); illustrated 
on this and the following page. 

These pumps are without question the 
easiest working and most attractive look¬ 
ing well pumps ever produced. The gear- 
guards prevent accidents; the motion of 
piston rod is In vertical alignment, and the 
balanced lever, with its swivel adjustment 
to any desired position, are salient features, 
that are in combination possessed by no 
other well pump. 



Cylinders 12 inches in length and over should be used for these standards 
which are adapted for wells up to 75 feet deep. 


SIZES AND PRICES 


Standard 

Complete 

Fitted for Pipe 

Stroke 

Extreme 

Height 

Cipher 

Price 

Fig. 250 

VA inch 

1% “ 

8 inches 

60 inches 

Bereave 

10 00 

Fig. 251 

8 “ 

60 “ 

Bereft 

12 00 


WU IL—Alphabetical Index Is in front, and Figure Index in back, of Catalogue. 
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THE “COGSWELL” STRAIGHT-LINE 
SET-LENGTH LIFT AND FORCE PUflPS 


Fig. 858—Lift 



WITH GEAR GUARDS SWIVEL TOP AND 
ADJUSTABLE BASE 

Figs. 258 and 853 
WITH BRASS TUBE CYLINDERS 

The general description of the “Cogswell’* 
Pumps is given on preceding page. # The 
engraving represents the pumps very well, 
but to fully appreciate our statements re¬ 
garding their merits one must see them in 
operation. 

The Cylinders are made of Brass Tubing, 
with Iron Caps and Iron Plunger. When 
other styles of Cylinders are wanted we 
advise our customers to use the Standard, 
Figs. 250 or 251 , which can easily be fitted 
up with Cylinders and adapted for any well 
up to 75 feet in depth. 


SIZES AND PRICES 




In Telegrams me Cipher Words Designating Pomps—See Code, pages 4 and 5, 

Digitized by Google 
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THE DEMING COMPANY, SALEM, OHIO. 


ng.ns 

THE PARMER’S FAVORITE 

LONG STROKE 

FORCE AND LIFT PUMP 

WITH REMOVABLE VALVES. FOR SHALLOW AND 
DEEP WELLS 

The Pump represented by the illustration 
is one of the most convenient general pur¬ 
pose pumps ever produced. It was designed 
to replace the old wooden Town Pump and 
the Common Iron Pump, and will be appre¬ 
ciated by every one who has occasion to buy 
or use such a Pump. 

The Base and Lever are adjustable. The 
P Standard ismade of a specialpipe or casing, a 
trifle more than 3 inchts inside diameter. The 
Cylinder will give a full 10 inch stroke, and is 
made of heavy 3 inch wrought iron pipe, brass- 
lined, and provided with our latest and best 
removable lower valve, with rubber seat. This 
valve can be readily removed by taking off the 
top cap of Pump. The plunger will screw on to 
the lower valve. 

By using 3 inch pipe, the cylinder can be 
lowered down, say 75 feet in depth. 

We would not recommend this Pump for 
wells of greater depth, on account of the great 
weight of the pipe. The air valve on the air 
chamber, when not needed as a force Pump, 
can be left open. 

The detail sectional cut of cylinder shows 
the valves being removed. 

For Villages and School Houses this Pump 
cannot be excelled. The spout has 1 inch hose 
connection, adapting it for fire protection and 
general sprinkling purposes. This Pump has a 
turned hard-wood lever, with an iron balance 
weight on the end. 

A s illustrated and listed, the Farmer’s Favor¬ 
ite Pump is adapted for wells 25 feet in depth. 

This style of Pump with larger cylinders 
and for shallow wells only is designated as the 
“ Mammoth ” and is illustrated elsewhere. 
Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

SIZES AND PRICES 



Fig. 285 

Size Cyl. 

Suction Pipe 

Stroke 

Cipher 

Price 

Pump only 

3 inches 

1% inch 

10 inches 

Bigamy 

'20 00 


JL R*—Alphabetical Index Is In front, and Figure Index in back, of Catalogue, 
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Vl|. 186 



THE 44 riAMMOTH 99 

FORCE AND LIFT PUMP 

FOR SHALLOW WELLS 

Fig. *86 

Fig. 286 illustrates our Extra Heavy 
Lift and Force Set-length Pump, for wells 
not exceeding 25 feet in depth. This is 
made to meet a demand fora Pump of large 
capacity, for use in public wells, stock 
farms, mills and other places where large 
quantities of water are required. 

This Pump is made with Ztf-mch casing set-length, 
long links between lever and cross head, adjustable 
base, large air chamber and wood handle with heavy 
ball balance, thus securing all the good features of the 
old wooden pump, and eliminating its objectionable 
.features. The Cylinder will give a full 10-inch stroke. 

Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Size CyL 

Suction Pipe 

Stroke 

Cipher 

Price 

8 

4 inch 

2 inch 


Biddy 


9 

4# “ 

2 




10 

5 

2'A “ 


Biggin 



In Telegram! use 


Pumps Illustrated and Listed above have Patent 
Rubber Valve Seat. 

Cipher Words Designating Pumps—See Code, pages 4 and 5. 
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THE DEM1NG COMPANY, SALEM, OHIO. 


SOUTHERN CISTERN AND WELL PUflPS 


WITH WORKING BARREL IN THE STOCK 
Fig. 225—Lift Pump Fie. 220—Force Pomp 



The Pumps herewith illustrated are adapted for cistern use in cold climates; 
and in warm climates they may be used also in shallow wells, where the base of 
Pump can be located not over twenty-five feet above tlje surface of the water. 

The working barrel is in the stock of Pump, and in this respect these 
Pumps are similar to Figs. 120, 123, etc. The stocks or standards, however, 
are much taller, and in every way they are substantially constructed. 

Fig. 226 has one inch hose coupling on spout. The working barrels of 
these Pumps are bored true and highly polished. To prevent freezing, raise the 
lever to its extreme height. The lever or handle may be placed in any position 
for pumping, the same as our Set-length and Cistern Pumps. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size CyL 

Stroke 

Fitted for 

| Fig. 225 

| Fig. 226 

Cipher 

Price 

Cipher 

Price 

4 

3 in. 

6 in. 

1% in. Pipe 

Bouncer 

8 50 

Boundary 

13 00 

5 

8'4 11 

6 M 


Bouncing 

900 

Bounder 

14 00 


N. B.—Alphabetical Index Is in front, and Figure Index in back, of Catalogue. 
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IMPROVED LIFT PUMP STANDARDS 


PIPE CONNECTION UNDER SPOUT 
FI*. 884—Open Top FI*. 888-Tight Top 



Figs. 224 and 228, illustrated above, represent Well Pump Standards, suit¬ 
able for wells from 30 to 70 feet deep—the larger sizes, Nos. 4 and 5, being best 
adapted for the deeper wells. These Standards have solid base and are threaded 
for pipe under the spout; they are the same as standards complete of Figs. 210, 
211 and 2i2; and 213, 214 and 215. 

To prevent freezing, a small drip hole should be drilled in pipe about three 
feet below base of the Pump. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16w 


SIZES AND PRICES 


No. 

Hgn 

Length of 
Stroke 

Fig. 224 

Fig. 228 

Height 

Cipher 

Price 

Height 

Cipher 

Price 

8 

IX inch 

6 inches 

44 inches 

Bracelet 

550 

47 inches 

Braggart 

0 25 

4 

IX “ 

0 “ 

45 44 

Bracing 

0 00 

48 44 

Braided 

0 75 

5 

“ 

0 “ 

47 44 

Brackish 

0 50 

50 44 

Braiding 

7 25 


* Pitted for other sizes of Pipe, when so ordered. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5. 
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THE DEMING COMPANY, SALEM, OHIO. 


SPECIAL WELL PUMP STANDARD 


m CONNECTION UNDER SPOUT 
Fif.m 



Fig. 227 can be effectively used in wells up to 75 feet in deptn. 

This Pump is substantially constructed, has a strong brace and a long, heavy 
lever. The suction pipe is screwed into the stock just below the spout, which 
lessens liability to damage by frost. 

CyUnders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pump* pages 
11 to 16. _ 


SIZE AND PRICE 


Pig. 227 

•Fitted for Pipe 

Stroke 

Height 

Cipher 

Price 

Standard Complete 

inch 

8 inches 

43 inches 

Brakeman 

6 00 


• Pitted for 1,1# or 2 inch Pipe, when so ordered. 


H. B.— -Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED DEEP WELL PUMP STANDARD 

WITH TIOHT-TOP ROD QUIDS 
FI*. *80 



p|0. 230 represents a Deep Well Pomp Standard that has won favor through* 
out the United States, and is very popular for public places. Town Pumps, School 
Pomps, etc. It is heavy, strong and substantial. 

This Pump is made in two sections with pipe flange bolted between, which 
makes it convenient for setting in a deep well. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
II to 16. 


Size AND PRICC 


Fig. 230 

• Fitted for 
Pipe . 

Stroke 

Height 

Cipher 

Price 

Standard Complete 

IK in. 

7 in. 

61% in. 

Bramble 

10 00 


• Pitted for 1%, 2, or 2% inch Pipe, when so ordered. Extra Pipe Flanges, 60 cents each. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and ff. 

Digitized by Google 
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THE DEMING COMPANY, SALEM, OHIO. 


DEEP WELL LIFT PUMP STANDARD 


EXTRA HEAVY 
Fig. *3* 



The above illustration represents our Extra Heavy Lift Pump Standard for 
very deep wells. It differs from Fig. 230 in that it is much heavier, has two braces 
for support, and a revolving top so the lever can be placed in any position required. 
The suction pipe, as in Fig. 230, screws into a flange between the bottom and top 
sections. The lever is long and is balanced to facilitate pumping when used in 
deep wells. This is a very desirable Pump for use in public places where constant 
and rough handling may be anticipated. As a Town Pump and for use in parks, 
school-house yards, etc., it has no equal. To make anti-freezing, drill a small hole 
in suction pipe about three feet below the base. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


3IZE AND PRICE 


Fig . 282 

•Fitted for Pipe 

Stroke 

Height 

Cipher 

Price 

Standard Complete 

1 % inch 

7 inches 

55 inches 

Branching 

16 00 


•Fitted for 1#, 2 or 2 % inch Pipe, when so ordered. Bxtra Pipe Flanges 50 cents each. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED FORCE PUMP STANDARDS 

PIPE CONNECTION UNDER 8POUT 
Ins. 8*9 Fig* 880 



Well Force Pump Standards, with solid base, Figs. 229 and 239, are the same 
as Standards Complete of Figs. 219 and 223 respectively. These Standards, used 
in connection with proper size Cylinders, are adapted for wells from 30 to 70 
feet deep. To prevent freezing, the pipe should be provided with a drip-hole 
three feet below the base to allow the water to flow back after pumping. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Standard 

Complete 

♦ Fitted 

Length of 

t Fig. 229 | 

• t Fig. 239 

for Pipe 

Stroke 

1 Height | 

Cipher 

Price 

Height 1 

| Cipher | 

| Price 


Wn. 

6 inches 


Brained 

ECU 

49 inch | 


tm 


* Fitted for other sizes of Pipe, when so ordered. 
fFigs. 229 and 239, with Cock Spout, 2.50, extra list. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and ff. 
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THE DEMING COMPANY, SALEM, OHIO. 


SPECIAL WELL FORCE PUMP STANDARD 


WITH FLANGED BASE 
Fig. 841 



Fig. 241 has a flange (between the base and stock), into which the suction or 
connecting pipe is screwed. This makes a very convenient arrangement for deep 
wells, as the stock may be attached to the base and flange after the pipe, Cylinder 
and connecting rod are set in the well. Fig. 241 is particularly adapted for Tubular 
Wells in pumping by hand. When used in open or drilled wells, to prevent freez¬ 
ing, a drip hole should be drilled in the pipe about three feet below the base. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pomps, pages 
LI to 16. 


SIZE AND PRICK 


Fig. 211 

•Fitted for Pipe 

Stroke 

Height 

Cipher 

Price 

Standard Complete 

2 inch 

6 inches 

50 indies 

Brambly 

11 00 


♦Fitted for 1#, IK, % 2% or 8 inch Pipe, but always as listed, unless otherwise ordered 
Extra Pipe Flanges, 50 cts. each. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED 

DEEP WELL FORCE PUMP STANDARD 

WITH AIR CHAMBER ON SPOUT 

Fig. 231 



Fig. 231 represents a Force Pump Standard designed for the same service ai 
Fig. 230. In connection with hose it may be used for fire protection, sprinkling 
lawns, streets, etc. These Pumps are so favorably known that particular descrip¬ 
tion is unnecessary. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed cf Pumps, pages 
LI to 16. _ 


Size AND PRICE 


Fig. 231 

• Fitted for 
Pipe 

Stroke 

Height 

Cipher 

Price 

Standard Complete 

IX in. 

7 in. 

61 y z in. 

Branched 

13 00 


+ Ffetedior IK,2 or2% In&b Pipe. when so ordered Extra. Pipe Flanges, 50cent* cacti. 


la Telegram* use Cipher Words Designating Pumps — See Code, pages 4 and & 
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THE DEMING COMPANY, SALEM, OHIO. 


DEEP WELL FORCE PUMP STANDARD 


EXTRA HEAVY 

Fig. 933 



. Pfl- 233 is similar to Fifl. 232, except that it has the Air Chamber and Stuffing- 
box necessary to make it a Force Pump. 

To make anti-freezing, drill a small hole in suction pipe about three feet 
below the base. With Brake and Wood Levers, see Fig. 234. 

The significant name of “Town Pump” that is often given Fifl. 233, indicates 
its usefulness. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZE AND PRICE 


Standard 

Complete 

* Fitted for 

Stroke 

Height 

Fig 233 

Pipe. 

Cipher 

Price 

1# inch 

7 inches 

55 inches 

Branchless 

20 00 


• Fitted for IX, 2or2fl Inch Pipe when so ordered. Extra Pipe Flanges, 60 cents each. 


In Telegrams use Cipher ‘Words designating Pumps—See Code, pages 4 and 8. 
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DEEP WELL FORCE PUMP STANDARD 


EXTRA HEAVY 
Fftff.SM 



Fig. 234 is similar to Fig. 233, except that it is supplied with Brake and Wood Levers, so that 
two or more men can operate it for fire protection or other purposes where a constant stream of 
water is desired. 

To make anti-freezing, drill a small hole in suction pipe about three feet below the base. 

Cylinders or Working Barrels for use with these Pump Standards are shown and listed 
elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZE AND PRICE 


Standard 

Complete 

* Fitted for 


Height 

| Fig. 234 

Pipe 


Cipher 

Price 

X% inch 

7 inch 

55 inches 

Brandied 

2100 


•Fitted for 1#, 2, or 2 % inch Pipe, when so ordered. Extra Pipe Flanges, 60 cents each. 

In Telegrams u#e Cipher Words Designating Pumps — See Code, pages 4 and #• 
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THE DEMING COMPANY, SALEM, OHIO. 


SOUTHERN WELL FORCE PUMPS 

BORED AND POLISHED CYLINDER IN STOCK 


Fig. 275 Fig. 274 



These pumps are the same as Fig* 226 in every way, except that heavy bear¬ 
ings with cranks and fly-wheels are furnished in place of lever. They are 
adapted, as listed, to pump from wells twenty-five feet deep, and should not be 
used where there is a liability to damage by freezing. 

When so ordered, we can furnish these pumps without the plunger and 
lower valve, fitted for deep wells, to be used in connection with our independent 
cylinders, listed and described elsewhere. 

Fig* 275 has one fly-wheel and crank, as shown abo^e, adapting it for one or 
two men. Fig* 274 has two fly-wheels. Otherwise it is the same as Fig. 275. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

Fitted for 
Pipe 

Length 

Stroke 

Fig. 275 

Fig. 274 

Cipher 

| Price | 

Cipher 

Price 

*4 

3 in. 

IMin. 

6 in. 

Bounding 

i 30 00 

Bountiful 

33 00 

5 

3%“ 

IX “ 

6 “ 

Bounteous 

| 33 00 

Bounty 

86 00 


•No. 4 furnished without plunger and valves, for deep wells, at same list prices. 


p*—Alphabetical Index is in front, *nd Figure Index lp b#ck, of Catalogue, 
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THE “ COLONIAL ” 

QUICK RETURN LIFT AND FORCE PUMPS 


WITH FLY WHEEL AND COMPENSATING LEVER 
Fig. 276—Lift Pomp Fig. 277—Force Pump 



Figi* 276 and % 7 7 work easier and pump more water than any other pump 
of same size cylinder, as the compensating lever allows the plunger to recover 
stroke for its load quickly. They are favorites wherever introduced. As illus¬ 
trated and listed they have the cylinder and plunger in standard, and are adapted 
to wells twenty-five feet deep, but will be tapped for pipe for deep wells at same 
price. When used in deep wells, our independent cylinders, listed elsewhere, 
should be used. 

If wanted for other than wrought iron suction pipe, the purchaser can easily 
arrange suction flange to fit bottom flange of pump. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

SIZES AND PRICES 



No. Size Cyl. * Fi p^ for 


Fig. 276 I Fig. 277 


Cipher I 


Boneset 

Bonfire 


* Fitted for other sizes of pipe, American or Foreign, but always tor American pipe, i 
listed, unless otherwise ordered. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and & 
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THE DEMING COMPANY, SALEM, OHIO. 


DEEP WELL FORCE PUMP STANDARD 


WITH CRANK FLY-WHEEL FOR HAND USE 
Tiff. 584 



The above cut represents a Deep Well Force Pump Standard, arranged with 
Crank Fly-wheel, and Pitman with Rod Guide. The Stuffing-box is in the base; 
to this also the Standard is securely bolted. 

At the top of Standard is the crank shaft journal, on one side being the 
crank fly-wheel, and on the other the face-plate and pitman. 

When used for forcing water a distance, we supply in place of spout a flange 
which is threaded same as suction, if so ordered. 

The Cylinders to be used with Fig* 584 are Figg« 302, 803, 304, 305, 31(1, 
312, 310 and 322. Description and lists of Cylinders are given elsewhere. •" 
Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

* Fitted for 

Stroke 

Fly-Wheel 

Discharge 

Cipher 

Price 

1 

in. Pipe 

6 in. 

36 in. 

Plain Spout or Flange 

<« ii tt 

Brasier 

39 00 

2 

6 “ 

36 x i x A in* 

Brassy 

4100 


♦Fitted for \\i x ltt, or 2 inch pipe, but always for VA inch, unless otherwise ordered. Noe. 
1 and 2 always fitted with Elain Spout unless Flange is especially ordered. 

No. 1 is shown in cut; No. 2 is the same but with Pulley Fly-wheel for power, similar to 
Fig. 68G. 


14. ^^-Alphabetical Index If in front, and Figure Index in back. pf Catalogue* 
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WITH BIX INCH STROKE 


w i t h tew twcH stroke 
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* THE DEMING COMPANY, SALEM, OHIO. 


WIND MILL LIFT PUMP STANDARDS 



The above Pump Standards, as may be seen, are adapted to either hand or 
Wind Mill purposes. We have combined in these Standards every good quality 
necessary to make a perfect Pump. They are strong and substantial, and sym¬ 
metrical in design. The pipe screws into the stock under the spout, which pre¬ 
vents liability to serious damage by frost. A drip-hole should be drilled in the 
suction pipe about three feet below the base. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
ll to 16. 


SIZES AND PRICES 


No. 

WITH SIX INCH STROKS j 

WITH TEN INCH STROKE 

•Fitted 
for Pipe 

Height 

Cipher 

Price 

• Fitted 
for Pipe 

Height 

Cipher 

Price 

S 

IX in. 

44 in. 

Dahlia 

7 00 


gfl 

Daraued 

§60 

4 

IX “ 

45 “ 

Daiuty 

7 60 

Knfl 

m 

Damnable 

§00 

5 

IX 44 

47 “ 

Damask 

800 

mim 

SH 

Damnation 

§60 


* Pitted for 1.11X, or 2 inch Pipe, but always as listed, unless otherwise ordered. Fur¬ 
nished with Forked Rod Coupling when Sited for 2 inch pipe for Tubular Wells. 


|B Teiegi sms use Cipher Words Designating Pumps—See Code, pages 4 and S. 
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WIND MILL LIFT PUMP STANDARD 

WITH ADJUSTABLE STROKE 


Flf.419 



Flfl. 419 represents a Wind Mill Pump Standard with Adjustable Stroke. The 
Standard is the same as Fig. 403; Nos. 4 and 5 corresponding with the sizes by 
these numbers in Flfl. 419. The stroke is adjustable from six to seven, eight and 
ten inches in length by changing the position of the two pins connecting the 
fulcrum and link with the lever. This Pump is always fitted for two inch pipe 
with Forked Rod Coupling for Tubular Wells, unless otherwise ordered. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

* Fitted for Pipe 

Height 

Stroke 

Cipher 

Price 

4 

2 in. 

49 in. 

6,7, 8 and 10 in. 

Damper 

950 

5 

2 “ 

51 “ 

6, 7, 8 and 10 “ 

Dampish 

10 00 


* Pitted for 1, ltf, 1 % or 2 inch Pipe, but always for 2 inch, unless otherwise ordered. 


In Telegrams use Cipher Words Designating Pumps — See Code, pages 4 and 5» 

Digitized by Google 
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THE DEMING COMPANY, SALEM, OHIO. 


WIND MILL LIFT PUMP STANDARD 

FOR TUBULAR AND DEEP WELLS 
Fiff. 401 



Fig. 401, represented by the cut, is made in two sections with a flange between 
threaded for Iron Pipe from 1 % inch to 2^ inch, as ordered. It is adapted for 
open and drilled wells, also for tubular wells. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 



WITH SIX INCH STROKE 

WITH TEN INCH STROKE 

Fig. 401 

* Fitted for 
Pipe 

Height 

Cipher 

Price 

* Fitted for 
Pipe 

Height 

Cipher 

Price 

Standard Complete 

ltfin. 

46 in. 

Damson 

10 00 

2 in. 

50 in. 

Dancer 

1150 


* Fitted for 1K»2 or 2% inch Pipe, but always as listed, unless otherwise ordered. Extra 
Pipe Flanges, 60 cents each. Furnished with Forked Rod Coupling when fitted for 2 inch Pipe 
for Tubular Veils. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue* 

Digitized by Google 
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EXTRA HEAVY 

DEEP WELL LIFT PUMP STANDARD, 

* WITH WIND MILL TOP 



F!fl. 426 is the same in construction as Fig. 232, with the exception of the Top, 
and may be worked either by hand or by Wind Mill power. These Pumps may be 
used in wells over 200 feet deep, their construction adapting them for the deepest 
wells. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


8IZE3 AND PRICES 


Fig. 42ft 

WITH SIX INCH 8TROKE 

WITH TEN INCH STROKE 

Standard 

Complete 

•Fitted 
for Pipe 

Height 

Cipher 

Price 

•Fitted 
for Pipe 

Height 

Cipher 

Price 

IV In. 

6ft in. 

Deadish 

17 00 | 

2 in. 

60 in. 

Deafen 

18 60 


•Fitted for IV, IX, 2, or 2# Inch Pipe, but always as listed, unless otherwise ordered. Extra 
Pipe Flanges, 60 cents each. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and A 
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THE DEMING COMPANY, SALEM, OHIO. 


WIND MILL LIFT PUMP STANDARDS 


WITH LONG FULCRUM 



Oar Improved Wind Mill Pump Standards, with extra long Fulcrums, will be 
greatly appreciated by Pump dealers and users. The long Fulcrum throws all the 
strain of the Lever on the Standard of the Pump, instead of on the Pump Top. By 
this arrangement, the Pump Top and Rod Guide will always remain rigid and in 
place. Fig. 495 has adjustable stroke. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed on pages 78 to 81. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
il to 16. 

SIZES AND PRICES 


Fig. Stroke *Fitted for Pipe Cipher Price 

494 6 inches \y A inch Deity 8 00 

495 6 8 and 10 inches 2 44 Dejection 9 50 

•Fitted for 1, IK, IK or 2 inch Pipe, but always as listed, unless otherwise ordered. 

N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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WIND MILL FORCE PUMP STANDARDS 


Fif.4M 


WITH LONG FULCRUM 


FI*. 407 




Figs. 496 and 497, Illustrated above, with long fulcrums, are similar to Lift Pumps, Figs- 494 
and 496. in that the strain of lever is borne by the standard. They have back outlet for discharging 
into tank, and have hose coupling on spout. 

Figs. 498 and 499 have adjustable stroke , 6, 8 and 10 inch; otherwise are the same as Figs. 
496 and 497 respectively. 

Cylinders or Working Barrels for use with these Pump Standards are shown and listed 
elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Fig. | 

Stroke 


Cipher 

| Price 

■FF7W| Wt 



Delight 





Delirium 

12 50 

£, v':; ?'■'*> v 



Delusion 

12 00 

HH9Eu3IHH 


■dBH 

Demagogue 

14 50 


•Fitted for IV, 154 or 2 inch pipe, but always as listed, unless otherwise ordered. 

When fitted for 2inch pipe are furnished with Forked Wood-rod Coupling for Tubular Wells 


|* TilsfHmii use Cipher Words Designating Pumps — See Code, pages 4 and 6> 
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WIND fllLL FORCE PUMP STANDARDS 


FI g. 440 


WITH BOLTED BEARER TOP 

Fig. 444 



These Standards are the most perfect ever offered for Wind Mill and hand 
use. The fulcrum is bolted to top of standard and piston rod is always in line. 
They have back outlet.. They are made to templates, and repairs always fit. 
Cylinders or Working Barrels for these Standards are listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Fig. 

WITH BIX INCH 8TBOKB | 

| WITH TEN INCH STROKE 

♦Fitted for 
Pipe 

Height 

Cipher 

Price 

♦Fitted for 
Pipe 

Height 

Cipher 

Price 

440 

444 

VA inch 

1% “ 

46 inch 
46 inch 

Dubber 

Dubious 

10 00 

12 50 

2 inches 

2 “ 

50 inches 
50 “ 

Dubbing 

Dubiously 

11 50 

14 00 


♦Fitted for l l A, l l A or 2 inch pipe, but always as listed, unless otherwise ordered. These 
Pumps with 10 inch stroke for 2 inch pipe are furnished with Forked Wood-rod Coupling for 
Tubular Wells. 


N. B.—Alphabetical Index Is in front, and Figure Index in back, of 


Ca^ringm. 
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WIND MILL FORCE PUMP STANDARDS 


FI*.418 WITH BACK OUTLET Fi*.4*8 



Figs. 418 and 428, Wind Mill Force Pump Standards, differ only in the style 
of spout. These Standards are tall and well proportioned, the spout is over 
twenty inches above the base, admitting discharge of water direct into the 
house tank, which makes them very desirable as House Pumps. When fitted for 
two inch pipe they are adapted for Tubular Wells, and are furnished with Forked 
Wood-rod Coupling. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
II told. - 


SIZES AND PRICES 



| WITH SIX INCH STROKE. | 

—BMCvTTi:n.i^!-ni!M:y th I’Mimuniii 

Fig. 

♦Fitted For 
Pipe 

Height 

Cipher 

Price 

•Fitted For 
Pipe 

Height 

Cipher 

Price 

418 

428 

Y% inch 

IK “ 

47 inches 
47 “ 

Dapper 

Daring 

10 00 

12 50 

2 inch 

2 “ 

51 inches 
51 “ 

Dappled 

Darkness 

11 50 

14 00 


♦Fitted for 1J{, 1 K» or 2 inch Pipe, but always as listed, unless otherwise ordered 


In Telegram* use Cipher Words Designating Pumps—See Code, pages 4 and 
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IMPROVED 

WIND MILL FORCE PUMP STANDARDS 


riff. 414 Fig. 424 



Figs. 414 and 424 represent our uew style medium weight Force Pump 
Standards for Wind Mill or Hand use. They are handsome in appearance and 
substantial in construction. These Pumps are lighter in weight than FiflS. 404 
and 411 respectively, which they resemble in appearance. When fitted for 2 inch 
pipe for Tubular Wells, they are furnished witn forked rod coupling. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to It). - 


SIZES AND PRICES 



| WITH SIX INCH STROKE 

| WITH TEN INCH STROKE 

Fig. 

♦Fitted For 
Pipe 

Height 

Cipher 

Price 

♦Fitted For 
Pipe 

Height 

Cipher 

Price 

414~ 

424_ 

1$£ inch 
1* “ 

46 inches 
46 “ 

Dangerous 

Dangled 

10 00 

12 60 

2 inch 

2 “ 

50 inches 
50 “ 

Dandruff 

Dandified 

1150 

14 00 


* Fitted for 1%, 1#, or 2 inch Pipe, but always as listed, unless otherwise ordered. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue, 
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WIND MILL FORCE PUMP STANDARDS 


WITH BACK OUTLET 

Fi(.4H Vis. 411 



Figs. 404 and 411 represent our Heavy Wind Mill Force Pump Standards, extremely popular 
Pumps in many sections of this country. 

desi ned forstV^gth 1 * 41l^except that the spout is plain. These Pumps are especially 

Cylinders or Working Barrels &r use with these Pump Standards are shown and listed 
elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 



•Fitted for 1, IV, 1 % or 2 inch Pipe, but always as listed, unless otherwise ordered. Figs. 404 
and 411, when fitted for 2 inch Pipe, are furnished with Forked Rod Coupling for Tubular Wells. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 0. 
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WIND MILL FORCE PUMP STANDARD 

IN TWO SECTIONS. FLANGED UNDER SPOUT 


FI*. 40* 



The above cut represents Fig. 406: it is built in two sections, with pipe flange connecting 
them ju«t below the spout. This Pump Standard is similar to Fig. 401 in this respect. 

Cylinders or Working Barrels for use with these Pump Standards are shown and listed 
elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Fig. 406 

| WITH SIX INCH STROKE | 

WITH TEN INCH STROKE 

* Fitted 
for Pipe 

Height 

Cipher 

Price 

* Fitted 
for Pipe 

Height 

Cipher 

Price 

Standard Complete... 
With Cock on Spout.. 

1 y K inch 

1 Vk “ 

49 in. 
49 “ 

Deacon 
Deaconry 

13 50 
16 00 

2 inch 

2 “ 

53 in. 
53 “ 

Deaden 

Deadening 

15 00 
17 50 


* Fitted for 1#, 1%, 2 or 2 % inch Pipe, but always as listed, unless otherwise ordered. 
Fig. 406 when fitted for 2 inch Pipe, furnished with Forked Rod Coupling for Tubular Wells. 
Extra Flanges, 60 cents each. 


Nt B,— Alphabetic*! Index 4 In froQt, find Figure Index in bqck, qf CatjilofM. 
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WIND MILL FORCE PUMP STANDARD 


WITH COCK SPOUT AND FLANGED BASE 
FlS. 407 



Fig. 407 represents a Pump similar in general construction and appearance to others. tht 
difference being in the Air Chamber and location of the Flange for pipe, which, in Fiffl. 407, is 
just above the base. It also has an upward and back outlet or discharge, and a cock on the spout. 
It can be attached to Pipe up to three inches, which especially adapts it to large size Tubular or 
Artesian Wells. 

Cylinders or Working Barrels for use with these Pump Standards are shown and listed 
elsewhere. 

Rales and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Pig. 407 

* WITH SIX INCH STROKS | 

| WITH TEN INCH STROKE 

•Pitted 
for Pipe 

Height 

Cipher 

Price 

•Fitted 
for Pipe 

Height 

Cipher 

Price 



149 inches 

Deanery 

16 00 

2 inch 

63 inches 

Deanship 

17 60 


* Pitted for 1&, 1$6,2, 254 or S inch Pipe, but always as listed, unless otherwise ordered. 

Pig. 407, when fitted for 2 inch Pipe, furnished with Forked Rod Coupling for Tubular 
Wells. Extra Flanges, 60 cents each. 


In Telegram* use Cipher Words Designating Pumps—See Code, pages 4 and 6, 
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WIND HILL FORCE PUMP STANDARD 

WITH AIR CHAMBER ON SPOUT 



The above cut represents a Force Pump Standard possessing all the features necessary to 
a perfect Wind Mill Pump. It has an outlet on top or the Air Chamber for discharging to a 
tank, and has a hose coupling on the spout. The Stock is threaded for pipe iust below the spout. 
We recommend Figs. 808,309,810,812 and 322 (listed elsewhere) to be used with this Standard 
for open or drilled wells. 

Buies and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Fig. 405 

WITH SIX INCH STBOKE 


.ADJUSTABLE STBOKE 

•Fitted 
for Pipe 

Cipher 

Price 

• Fitted 
for Pipe 

Cipher 

Price 

•Fitted 

forPipe 

Cipher 

Price 

Standard Complete 
With Cock Spout... 

J 

4 in* 

X “ 

Dauphin 

Dawdle 


2 in. 

2 “ 

Daylight 

Daytime 

■FIS! 

tSZul 

2 in. 

2 “ 

Dazzle 

Dazzling 



•Fitted for 1, l l A, lHt or 2 inch pipe, but always as listed, unless otherwise ordered. Fig. 
406, with 10 inch and adjustable stroke for 2 inch pipe, furnished with Forked Bod Coupling 
for Tubular Wells. The Adjustable Stroke Pumps are adapted for 6,8, or 10 inch stroke. 


tL Bm—A lphabetical Index is in front, and Figure Index in back, of Catalogue* 
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EXTRA HEAVY 

DEEP WELL FORCE PUMP STANDARD 


WITH WIND MILL TOP 
Flf. 4X7 



Fig. 427 represents a Wind Mill Force Pump Standard similar in construction 
to Fill. 426. 

The double Braces render the Standards of this style very desirable for wells 
over 200 feet deep. Fig. 427 is heavy, strong and durable, being equally well 
adapted for hand or Wind Mill use. 

Cylinders or Working Barrels for use with these Pump Standards are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. __ 


8IZE8 AND PRICES 


Fig. 427 


I WITH TEN INCH STROKE 

• Fitted for 
Pipe 


Cipher 

Price 


Height 

Cipher 

Price 

Standard Complete 

l^in. 

| 55 in. 

Deafness 

MEm 

1 2 in. | 


Dealing 

22 50 


* Pitted for ljf, 1% % 2 or 2% inch Pipe, but always as listed, unless otherwise ordered. Extra 
Pipe Flanges, 50 cents each. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and L 
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ADJUSTABLE STROKE 

WIND MILL FORCE PUMP STANDARD 

SWIVEL TOP AND SPOUT 
WITH COCK SPOUT AND SIZE OUTLET 
FI*. 484 


Fig. 484 is a very useful Force Pump Standard, with wind mill top and swivel spout. Thi» 
pump can be used with any of our independent cylinders shown elsewhere. In certain cases 
there are advantages in using a pump of this kind, since the position of the spout and lever can 
be changed at will after the pump is set in the welL The fulcrum top and the spout can be 
placed in any desired position with relation to each other. The stroke may be made 6, 8 or 
10 inch. 

This Pump, as shown in cut. has solid rod, which can be removed without disturbing the 
Fulcrum Top onStuffing Box. This is a great advantage in fitting the Pump for well. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 

SIZE AND PRICE 


Fig. 

♦Fitted for 
Pipe 


Height 
to Spout 

Height to top 
of Rod Guide 

Cipher 

Price 

484 

l\4 inch 

Adj. 

22 inches 

53 inches 

Deposer 

15 00 



B.—Alphabetical Index is in front, and Figure Index in back, of Oatslogm 
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THE QUAKER DOUBLE-ACTING FORCE PUMP 


Ft*. M4 



WITH WIND MILL TOP AND WOOD LEVER 


Firs. 404 and 46S 


The engraving on this page represents Fig. 
464, a new double-acting force pump, with wind 
mill top, which is furnished without the lower cyl¬ 
inder. It has differential upper cylinder, which, 
in connection with air chamber, causes it to throw 
an absolutely continuous stream of water. 

The general construction of this pump is 
simple, and having few parts it is not liable to get 
out of order. The wood lever may be taken out 
and set aside when out of use, so that children 
cannot tamper with the pump. The upper cylin¬ 
der is brass tube. The lower cylinder, as stated, 
is not furnished with the outfit, but cylinders 
adapted for it are listed elsewhere. It can be 
used with iron, brass-lined or brass tube cylinders. 
Our brass-lined cylinders, Figs* 808 and 809, are 
largely used in connection with this class of 
pumps. 

Fig. 465 is the same as Fig* 464, but is ar¬ 
ranged with 3 -way cock for underground dis¬ 
charge. 


Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Upper 

Cylinder 

Adapted 
for Lower 
Cylinder 

Pitted 

Stroke 

Fig. 

464 

Fig. 

465 

for Pipe 

Cipher 

Price 

Cipher 

| Price 

~ 

4 

IX in. 
2H “ 

2* in. 

8 “ 

mm 

6 in. 

6 " 

Brinish 

Briny 

11 00 

12 00 

Brisket 

Briskly 

mi 


in Telegrams use Cipher Words Designating Pumps —See Code, pages 4 and ft* 
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NEW ADJUSTABLE BASE 

PIPE PATTERN FORCE PUMPS 
Figs. 265, 266, 267 and 268 


Fig, 266 illustrates a new ad¬ 
justable base, pipe pattern, 
wind mill top, Force Pump, de¬ 
signed to meet the demand for 
a pump that may be used for 
open, drilled or driven wells, in 
connection with 1X or 1 '/ 2 inch 
pipe, also for 2 inch tubular 
wells. When ordered for tubu¬ 
lar wells, a Forked Wood-rod 
Coupling is furnished. It has 
1 % inch air chamber pipe and 
% inch discharge pipe. The 
stuffing-box is in a cap which 
is bolted to the main casting, 
and may be readily removed for 
repairs. It has a three-way dis¬ 
tributing cock in discharge 

P1 Fi'g. 265 is identical with 
Fig. 266, except that it does 
not have a three-way distribut¬ 
ing cock. 

t Fig. 267, shown in cut, is 
the same as Fig*. 266, except it 
has aij( inch differential plung¬ 
er in place of a stuffing-box. 

TFig. 268 is identical with 
Fig. 267, except it has a three- 
way underground distributing 
cock in discharge pipe. 

Rules and Tables for Capacity, 
Required Power and Speed of 
Pumps, pages 11 to 16. 


WITH TEN INCH STROKE 


* Suction 


♦ Discharge 


Fitted for 

Pipe. 


Fitted for 

Pipe 


Cipher 


Depilous 

Deploy 

Deplume 

Depone 


* Fitted for 1,1^, 1% or 2 inch Suction Pipe, but alwaya aa lifted unleaa othertoiae ordered . 
Discharge is always for % inch pipe. 

t Figs. 267 and 268 with 1%-inch Differential Plunger, 60 cts. extra list Always furnished 
With 1-inch Differential Plunger as listed unleee othertoiae ordered* 


WITH SIX INCH 1 

STROKE 


♦Suction 
Fitted for 

♦ Discharge 
Fitted for 

Cipher 

Price 

Pipe 

Pipe 


1 Yk inch 

% inch 

6 « 

Depict 

11 00 

1 Vk “ 

Depiction 

14 00 

v/< “ 


Depicture 

12 00 

IK “ 

k “ 

Depilate 

15 00 


sss 
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ANTI-FREEZING WIND MIL! 
FORCE PUMP 

WITH IMPROVED VERTICAL DISTRIBUTING VALVE 
Flff.411 


The construction of this Pump Is the same as that of 
Fig. 410. I' has been placed on the market to meet an 
increasing demand for a lighter and cheaper Pump of its 
class, and for all ordinary work it will be found satisfac¬ 
tory. It differs from Fig. 410 only in the weight and size 
of Air Chamber Pipe, which is 1 inch. It is made with 
our Challenge Distributing Valve. 

When Fifl. 415 is used on Tubular Wells, the Plunger 
may be withdrawn the same as in Fig. 410. 

Cylinders or Working Barrels for use with these Pomp 
Standards are shown and listed elsewhere* * 

Rules and Tables for Capacity, Required Power and 
8peed of Pomps, pages 11 to 16. 


SIZES AND PRICES 


| WITH SIX INCH STROKE 

• Fitted for Pipe 

Cipher 

Price 

f IV in. suction ) 
(1 “ discharge ) 

Debauch 

Debilitate 

17 00 
16 00 


WITH TEN INCH STROKE 


•Fitted for Pi^e 


2 in. suction 
1 ** discharge 


Debenture 

Debilitv 


fple. 416 is the same as Fig. 415, except that Itf inch pipe is used for Air Chamber instead of 
IK inch; and it is not arranged to draw out Plunger in Tubular Wells. 

* Fitted for 1, ljf, 1^. or 2 inch Suction Pipe, and ^,1. or 1^ inch Discharge Pipebut always 
fcs listed, unless otherwise ordered. When fitted for 2 inch Pipe, furnished with Forked Rod 
Coupling, for Tubular Well a Extra Flanges, for Figs. 415 or 416, $100 each. 

|a Telegrams use Cipher Words Designating Pomps—See Code, pages 4 aad 6. 
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ANTI-FREEZING WIND MILL 
FORCE PUMPS 


WITH IMPROVED VERTICAL DISTRIBUTING 
VALVES 

Figs. 410 and 41S 

These Pumps have been perfected to meet the 
requirements of the principal Wind Mill manufactur¬ 
ers in the United States for better Wind Mill Force 
Pumps with Three-way Valves than have heretofore 
been produced. They have become the leading Anti¬ 
freezing Three-way Pumps, and are accepted by Wind 
Mill manufacturers and dealers generally as the best 
Three-way Wind Mill Force Pumps on the market 
They have won their reputation on their merits, are 
the original Pump of their class, and have been in use 
for fifteen years without a successful rival. 

The especial feature of these Pumps is their dis¬ 
tributing valve. During the fifteen years that we 
have made it, this has never failed to operate satisfac¬ 
torily, a record we challenge any other maker to 
equal. 

The brass Union Elbow Coupling for underground 
connection can be turned to suit the direction of the 
pipe. The Air Chamber Pipe is two inches in diam¬ 
eter, which insures ease of operation and a steady 
flow of water. 

Fig. 410 will admit of withdrawal of valves from 2 
inch Tubular Wells without disturbing pipe connec¬ 
tions. 

Fig. 412 will admit of withdrawal of valves from 

and 3 inch wells without disturbing pipe connec¬ 
tions. 

Cylinders or Working Barrels for use with these 
Punjp Standards are shown and listed elsewhere. 

Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Standards 

WITH SIS 

INCH STROKE 

WITH TEN INCH STROKE | 

Complete 

as per cut 

* Fitted 
for 

Cipher 

Price 

* Fitted 
for 

Cipher 

Price 

Fig. 410 

Fig. 412 

1J in. S.P. I 

1 “ D P. f 
3 “ S.P. 1 

1 “ D.P. f 

Debarked 

Dabster 

18 00 

19 00 

2fn S.PTT 

1 “D.P f 
3 “ S.P. 1 

1 “D.P. ( 

Debasing 

Daisy 

19 50 

20 50 


* Fitted 
for 


* Fitted for 1, l'X, 1 2, 2J4 or 3 inch Suction Pipe, and y A , 1, inch Discharge Pipe, but 

always as listed, unless otherwise ordered. Furnished with Forked Rod Coupling when fitted 
fo»* Tabular Wells. 

39. B.—Alphabetical Index is in front, and Figure Index in back* of Catalog— 
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SPECIAL 


ANTI-FREEZING WIND MILL 
FORCE PUMP 


WITH VERTICAL DISTRIBUTING VALVE AND BRAS8 
TUBE CYLINDER 

Flf.4SS 

Fig. 425 is our Three-way Wind Mill Force Pump 
(Fig. 415) with Brass Tube Cylinder Fig. 312 attached to 
the flange. It is an excellent Pump for shallow wells 
and saves the trouble and expense of fitting up the 
Cylinder to a short section of pipe and rod. For forcing 
water into a house tank from a shallow well or cistern by 
Hand or Wind Mill, this Pump will do the best of 
service. 

These Pumps with 6 inch stroke have Fig. 312 Brass 
Tube Cylinder 10 inches long with all Brass “F” style 
Plunger, and the 10 inch stroke Pumps have Fig. 312 
Cylinder 14 inches long with “ F ” Plunger. 

Rules and Tables for Capacity, Required Power and 
Speed of Pumps, pages 11 to 16. 


WITH SIX INCH STROKE 


WITH TEN INCH STROKE 



* Pitted for other sizes Suction and Discharge Pipe when especially so ordered, but we 
recommend fitting these Pumps for sizes of Pipe as listed. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and & 
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DOUBLE ACTING 



-FREEZING WIND MILL FORCE 
PUMP 

WITH VERTICAL DISTRIBUTIN'! 

DISCHARGE VALVE 

Fig. 429 is especially designed for Shallow Well 
Wind Mill service, and when used, as shown in illus¬ 
tration, with Cylinder attached to the bottom section, 
is adapted for wells not more than 28 feet deep. By 
using an independent Cylinder and lowering it to the 
bottom of the well, they are equally serviceable for 
deep wells. They are similar in design to our Fig. 415, 
and will be found to be one of the best Pumps of their 
class on the market. 


Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 



SIZES AND PRICES 


No. 

Size of 
Cyl. 




BRASS CYL. j 

BRASS LINED CYL. 

Cipher 

Price 

Cipher 

Price 

2 

4 

2}i inch 
3 •« 

6 inch 
|0 41 

\X inch 
IX “ 

1 inch 

1 “ 

Daughter 

Deathly 

25 00 
27 00 

Decedent 

Decumbent 

24 00 

25 00 


Pump and Cylinder attachments for deep well work, $1.00 each. 


N. B.—Alphabetical Index la in front, and figure Index in back, of Catalogue. 
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SPECIAL POWER FORCE PUMPS ON PLANK 


Fif. *0© WITH PITMAN FOR POWER Flf. SOI 



The Pumps illustrated above are for Power or Wind Mill use. As listed, they 
are arranged with Pitman for any kind of Power. When used in connection 
with a Wind Mill, it is preferable to have a Forked Rod Coupling, to which the 
Wood Rod of the Wind Mill is attached. Both Pumps have 6 Inch Stroke. 

Where water must be forced to a great height, we recommend Fig. 501, with 
Air Chamber. These Pumps, to give satisfactory results, should not be placed 
more than twenty-five feet above the water. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


8IZE8 AND PRICE8 


No. 

Size 

Cyl. 

Suction 

and 

Discharge 
Fitted for 

FIG. 600 

FIG. 601 

IRON 

BRASS LINED 

IRON 

BRASS LINED 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

Cipher 

n 

"T 

2 

3 


Warn 

M 

B 

Empty 

Emptier 

Emptiness 

m 


11 50 

12 00 
12 50 



Forked Rod Coupling for Wind Mill attachment, $1 60 extra list. 

In Telegrams use Cipher Word* Designating Pumps—See Code, pages 4 and 6, 
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IMPROVED WIND MILL STUFFINQ-BOX HEADS 


WITH BRASS-CASED ROD 



These Stuffing-box Heads for Wind Mill use may be used in shallow or deep wells, where a 
Force Pump Standard would not be suitable. They are made of Iron (except Fig. 449* which is 
ill brats), with the Gland of Brass, and Brass-Cased Rod. If ordered. Figs. 448 and 449 are fitted 
with coupling on both ends of the rod. Figs. 446 and 447 have Wind Mill attachment at top, 
and have a discharge connection above the suction. The discharge from Figs* 448 and 449 Is 
aiade by a Tee attached to the suction pipe below. 

Cylinders or Working Barrels for use with these Heads are shown and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16, 


SIZES AND PRICES 


Fig. 

Stroke 

FOE 1 M IN. 

Ha 





FOB 3 IN. 

PIPS 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

446 

12 in. 

Decamp 

5 00 

Depute 

5 50 

Deride 

6 00 

Derrick 

7 00 

Despot 

7 50 

447 

12 “ 

Decanter 

5 00 

Deputy 

5 50 

Dermal 

6 00 

Dervish 

7 00 

Deter 

7 50 

448 

12 “ 

Decapitate 

3 00 

Derail 

3 00 

Dernly 

3 00 

Descry 

3 75 

Detest 

4 50 

449 

12 “ 

Decayed 

4 00 

Derby 

5 00 

Dermic 

6 00 

Desert 

7 60 

Detrude 

10 00 


Figs. 446 and 447 may be fitted for l% % 1%, 2, 2VS or 3 inch Discharge Pipe, but will al» 
ways be fitted with same size discharge as snction pipe, unless otherwise ordered. 


N. B. — Alphabetical Index is in front, and Figure Index in back, of Catalogue* 
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IMPROVED DEEP WELL WORKING HEADS 


WITH DOUBLE ROD GUIDES AND POWER ATTACHMENTS 
Fig* 434 Fig. 436 Fig. 439 



Fig. 434 has flanged base to bolt to platform or foundation. The base is threaded for the 
pipe that connects with cylinder. It has a check valve under air chamber, which adapts it for 
forcing es well as lifting water. 

Fig. 430 is much heavier than Fig. 43 4, and may be used with larger cylinders. It has a 
flanged base that is threaded for the pipe that connects with cylinder. 

Flj?. 436 is intended to screw on the well casing for wells where the cylinder is locked into 
the casing. A Tee is used on casing below the head to provide a discharge opening. 

With these heads, when the cylinder used is of less diameter than the pipe which connects 
it with the head, the plunger and valve may be withdrawn by removing the stuffing box flange. 

Piston rods are threaded % inch U. S. Standard. Cylinders or working barrels, Figs. 311 
and 324, for use with these Heads are listed elsewhere. 

SIZES AND PRICES 



Telegnuni use Cipher Word* Designating Pumps—See Code, page* 4 and & 
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DEEP WELL WORKING HEADS 

WITH KLANOZD BASK 

n*4S»-WlthWlfxlMm Top He, 4SS— With Pitman for Power 



The above Force Pump Working Heads are the same In general construction; Fig. 432 la an 
ranged tor Wind Mill or Hand use, and Fig. 433 has, instead of a Wind Mill attachment, a Pit. 
man, adapting it for any kind of Power. 

These Working Heads may be used in connection with a Cylinder, in places where a large 
Standard would be impracticable. 

A Flange is placed between the Base and the Air Chamber, and may be threaded for any size 
Suction Pipe up to three inches. Forked Couplings for connecting to Wood Rods are furnished 
at an additional cost as given below. They are always fitted for X inch rod, unltss otherwise 
ordered, but can be fitted for or X inch Gas Pipe for Pumping Rod. 

Cylinders or Working Barrels for use with these Working Heads are shown and listed 
elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages tt to 1& 


SIZES AND PRICC8 


Fig. 

♦Suction Fitted 
for 

♦Discharge Fitted 

WITH 6 INCH STROKE 

WITH 10 INCH STROKS 


Cipher 

| Price | 

Cipher 

Price 

—&r 

483 

IX inch Pipe 

IX “ * 

1^ in ch Pipe 

Debonair 

Debutant 


Decade 

Decadence 

14 50 
10 50 


* Fitted for 1, IX, IX,2, 2% or8incb Suction or Discharge Pipe, but always as listed, unlessother- 
wise ordered. Forked Rod Coupling for connecting to Wood Rod furnished at $1.50 extra list 


N. B.—Alphabetical Index is in tr omft, and Figure Index In 
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SYPHON FORCE PUMPS 


WITH SUBMERGED CYLINDERS 
Wig. 891* 



Fig. 820, Submerged Cylinder Pump, for use in places where it can be located within 
twenty-five feet of the water, has been for years a favorite. It is always primed, therefore will 
draw water a longer distance than ordinary pumps. It must be protected from frost. The 
piston-rod is arranged for power, and a forked coupling for attaching to a wind mill wood rod 
is also furnished. 

Fig. 821 is identical with Fig. 820, except that it has wind mill top and lever for hand 
use. The goose neck spout, shown detached from pump, will be furnished at an extra list pVice 
of $1.00 for Nos. 1 to 4. 

Buies and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


SPECIFICATION OF SIZES | 

fig. 320, 

BRASS-LINED CYL. 

fig. 321, 

BRASS-DINED CYL. 

SteeCyl. 

Stroke 

Suction 

Discharge 

Cipher 

Price 

Cipher 

Price 

2% inch 

8 inch 

134 in. Pipe 

134 in* Pip© 

Decker 

25 00 

Decrease 

28 50 

8 14 

8 “ 

1 34 “ 

134 “ 

Declaim 

27 50 

Decrepit 

31 00 

8K 44 

10 “ 

2 

2 

Declaimer 

32 50 

Decried 

37 50 

4 44 

10 “ 

2 

2 

Declared 

40 00 

Dedicate 

45 00 

* 44 

12 41 

234 44 

234 44 

Declension 

55 00 

Deduced 

62 50 

$ 44 

12 “ 

3 

3 

Declinable 

75 00 

Deeded 

82 50 


In Telegrams use Cipher Words Designating Pomps—See Code, pages 4 and 5. 
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IMPROVED SYPHON FORCE PUMP 


WITH REMOVABLE VALVES, BRASS CYLINDER AND BRASS PISTON*ROD 



FOR POWER 


*1*98* 


■ Valve can be removed without interfering with Pipe Con- 


Oar Syphon Pumps are so constructed that the Cylinder and Valves are at all times immersed 
and consequently always primed. 

The Valve Box Cap and lower ' 
nections. 

The Plunger may also be removed by taking off the Stuffing-box Cap. It is furnished, as 
shown in cut or Pump, or with Swivel Forked Coupling (as shown in small cut) instead, when 
so ordered. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to Id. 


8IZE8 AND PRICED 


8$C 

Suction 

and 

Discharge 
Fitted 
for Pipe 

8 in. Stroke 

SO Jo. Stroke 

12 in. Stroke 

10 in. Stroke 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

§**• 

4 “ 

5 “ 
d M 

in 

iia 

Denizen 

Dentistry 

25 00 
27 50 

Deprave 

Depravity 

Deponent 

Depriving 

27 50 
80 00 
87 50 
42 50 

Hi 

80 00 
82 50 
40 00 
45 00 
05 00 
85 00 

. 

■ 

'186 


Deciaory 

Decoy 



N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED SYPHON FORCE PUMP 


WITH REMOVABLE VALVES, BRASS CYLINDER AND BRA8S PISTON-ROD 

Sift. 880 



FOR HAND OR POWER 

Flo.386. In construction is the same as Fig. 385. The Cylinder and Valves 
are at all times immersed and consequently always primed. The Valve Box Cap 
and Lower Valve can be removed without interfering with Pipe connections. The 
Plunger may also be removed by taking off the Stuffing Box Cap. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. - 


SIZES AND PRICES 


SiseCyL 


6 INCH STBOKB 

10 INCH STBOKB 

12 INCH STBOKB 

Cipher 

C3B1 

Cipher 


Cipher 

Price 

H 

1U inch Pipe 

g 71 •• •• 
g ** ** 

1* 

Deere tion 
Decrown 

28 50 
3100 

Dacapo 

Dacoit 

Decury 

Defecate 

3100 
33 50 
42 50 
47 50 











mmmm 

Hfigp 

Delirant 

Delphian 

Mm 

mmmm 

jiigj 



EBBttiBUBSBm, 

Hon 




fkwm Neck Spouts fbr Pumps with 2% to 4 inch Cylinders furnished at $1.00, extra list 
In Telegrams use Cipher Words Designating Pomps—See Cods* pages 4 and 6. 
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CYLINDERS OR WORKING BARRELS 

The Cylinder or working section of a Pump is that part which does the actual work ol 
pumping and if the Cylinder is in any way defective, the Pump will not work successfully. We 
manufacture the most complet^line of Cylinders in the United States, which are illustrated and 
listed on the following pages. In our factory we take especial pains in the construction of 
Cylinders. All parts being made to exact gauges, repairs will always fit. To insure this, a 
careful inspection of all Cylinders is made before they are shipped from the factory. Our Iron 
and Brass Cylinders are all bored out perfectly true, and are highly polished. The Brass Tube 
Cylinders are made of heavy seamless Brass Tubing, with Iron or Brass attachments; and for 
accuracy in construction and ease of operation, they cannot be excelled. 

Our Brass-Lined Cylinders are made similar to the Iron Cylinders, the shell being bored out 
smoothly and enough to insert a lining of Brass Tubing of the proper inside diameter. The 
lining is forced in and swaged to position. These Cylinders possess the smoothness of the Brass 
Tube Cylinders and are not so likely to become injured by external pressure. The lists on the 
following pages give the sizes of pipe the Cylinders are fitted for; but if other sizes of pipe are to 
be used we can generally fit the Cylinder attachments to suit; however, we recommend the 
Cylinders to be fitted as listed, since practical usage has demonstrated them to be best adapted 
for sizes of pipe as given in the lists. 

The following are the necessr r ; parts of a Cylinder or Working Barrel, viz: Body or Shell, Top 
Attachment, Bottom Attachment, Hunger (Cage, Poppet Valve, Follower and Leather Packing) 
and the Lower Valve. In order that the Pump operate properly, these parts must be in perfect 
condition and the joints of the Cylinder should be air-tight. 


PLUNGERS FOR CYLINDERS 

The various styles of Plungers used in our Cylinders are shown in connection with the 
Cylinders on the next few pages. 

“A” Plunger has one leather packing, made as follows: All Iron; Iron Follower, Brass 
Cage and Valve ; all Brass. 

“ C ” Plunger is all Brass, with one cupped leather packing and with water grooved Follower. 
Used in Fig. 816 Metallic Valve Cylinder. 

“J” Plunger has two leather packings, made as follow'. All Iron; Iron Follower, Brass 
Cage and Valve; all Brass. 

“ L ” Plunger has Brass Cage and Valve and three cupped leather packings. The regular 
“L” Plunger has Iron Follower but is furnished all Brass when so ordered. 

For Open Wells we recommend Cylinders with outside attachments; and for Drilled Wells, 
Cylinders with inside attachments when size of well will not admit Cylinders with outside attach* 
ments. 


TABLE SHOWING OUTSIDE DIAMETER OF CYLINDERS 


INSIDE DIAMETER 
IN INCHES 

1* 

154 

IX 

2 

2X 

2% 

2X 

8 

854 

854 

3X 

4 

4% 

4% 

iX 

5 

sx 

6 

OUTSIDE DIAMETERS 

Figs. 300.302a nd 304 
303and305.... 
“ 308,309 and 310 

Fig 312. 

•* 322. 

“ 315. 

“ 324. 

•• 311. 

2K 

'ix 

2" 

3* 

2X 

8 

§* 

2K 

I* 

I* 

2* 

'in 

3 

8 X 
8tf 
3 v 4 
3^ 
2X 
2X 

4 

4 

3 % 

3 

4 

sx 

| 

454 

4 

4% 

4 

3 X 

4H 

4% 

454 

4X 

4X 

4X 

4Y< 

3K 

3X 

4X 

b' 

4X 

I 


6 

5 54 

4 h 

5 

6 * 

754 

$X 

7H 

6 

5H 

754 

li 

V* 

6H 

654 

** 818. 



§ 









.... 

.... 


9 



.... 

.... 


.... 

.... 

i7** 


N. B,—Alphabetical Index Is in front, and Figure Index in back, of Catalogue. 
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SPECIAL LOWER CYLINDER VALVE 

FOR OUTSIDE ATTACHMENT CYLINDERS 

_ WESTERN STY LB 

Wj* 335—Cipher, Calorie 

The annexed cut represents our new Lower Valve 
for Iron, Brass-lined and Brass Tube Cylinders with 
Outside Attachments, Figs. 302, 304,.308, 309, 
310 and 312, illustrated and listed elsewhere. Any 
of the above cylinders are furnished with Fig. 333 
when so ordered at the extra lists given below. 

™ When Outside Attachment Cylinders are wanted 

with Fig. 335 Valve, add the word “ Caloric ” to the cipher word for the cylinder. 

SIZES AND PRICES 


Size in inches (Diam Cyl.). 


Extra list added to Cyl. list | .50 


SPECIAL LOWER CAP AND CYLINDER VALVE 

FOR INSIDE ATTACHMENT CYLINDERS 

Fig:. 358-Cipher. Camelot 

The annexed cut represents our new Lower Cap and 
Valve, FI S . 358. It is made both of iron and brass, 
and with Patent Rubber Valve Seat . The all brass cap 
has brass cage and valve. 

Our Inside Attachment Cylinders, both Iron and 
Brass Tube, Figs. 803, 805 and 822, listed elsewhere, 
will be fitted with this new attachment without addi¬ 
tional coat. 


(Patent Pending.) 


SIZES AND PRICES 




Size in inches (Diam. Cyl.)..* 


Bottom Attachment and Valve-Iron Caps 1 25 1 25 1 25 1 50 1*50,1 75 1 75 2 50 3 25 4 00 5 00 

Bottom Attachment and Valve—All Brass.|2 50|2 75|S 00|3 50|3 75 ( 4 5015 00|6 00|7 00|9 50| 12 00 


PATENT RUEEER VALVE SEAT 

The sectional cut annexed shows our Patent Rub¬ 
ber Valve Seat, and the method of fastening it in the 
Cylinder Cap. This has solved the troublesome 
valve seat p *oblem. A dealer may now sell pumps 
knowing they will stay sold, as priming is un¬ 
necessary. Furnished with Set Length Pumps and 
with some Independent Cylinders without extra 
charge, also with Brass Cylinder Pitcher Pump Fig. 
101 and Cistern Force Pumps Figs. 514, 515, 518, 519, 540 and 544. Pitcher 
Pumps Figs. 125, 126, 129,135 and 136 furnished with Patent Rubber Valve 
Seat when ordered, at extra charge. 

Cylinders with Rubber Valve Seat are listed on four following pages. 
In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5. 
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IMPROVED 


IRON CYLINDERS OR WORKING BARRELS 





Figs. 300 and 301 wife “A” Plunger 


Size 

Stroke 

E9 

Cipher 

Price 

2 xlO 

6 inch 

1 inch 

Cabal 

8 75 

ItfxlO 

6 “ 

154 44 

Cabalist 

400 

fV-xlO 

6 44 

IK 44 

Cabalize 

485 

2*4x10 

6 “ 

l2 44 

Caballer 

4 70 

8 xlO 

6 44 

1^ M 

Cabaret 

500 

854x10 

6 44 

X% 44 

Cabas 

600 

854x10 

6 44 

'* 

Cabbage 

7 00 

4 xlO 

6 44 

2 44 

Cabin 

9 00 


N. B.—The Cipher words apply to Fig. 300; when Fig. 801 
is wanted, add the word “Bolted” to the Cipher word. 


Flgt. 302 and 303 with <4 J” Plunger 


Size 

Stroke 

Fitted for 
Pipe 

* Cipher 

Price 

2 xl2 

8 inch 

1 inch 

Calamine 

5 50 

254x12 

8 

*4 

•• 

Calamist 

5 75 

254x12 

8 


154 44 

Calamite 

6 00 

254x12 

8 

tt 

154 44 

Calamity 

6 50 

8 xl2 

8 


154 44 

Calamus 

7 00 

854x12 

8 

44 

154 44 

Calash 

8 00 

854x12 

8 

i« 

154 44 

Calcar 

9 00 

4 xl2 

8 

a 

2 44 

Calciform 

1150 

2 xl4 

10 

•• 

1 44 

Calcify 

6 00 

254x14 

10 

*« 

154 44 

Calcinate 

6 25 

254x14 

10 

•« 

154 44 

Calcine 

650 

254x14 

10 

44 

IK 44 

Calcite 

7 00 

3 xl4 

10 


154 44 

Calcium 

7 50 

854x14 

10 


154 44 

Calculate 

8 75 

854x14 

10 


154 44 

Calculus 

10 00 

4 xl4 

10 


2 44 

Calefy 

13 00 

454x14 

10 


2 44 

Calendar 

17 50 

5 xl4 

10 


254 44 

Calenture 

22 50 


Strokes given are for Fig 802. Fig. 808, 12 in. long, 
has 6 in. stroke; 14 in. long, 7 in. stroke. 


Figs. 304 and 306 with “J” Plunger 


Size 

Stroke 

Fitted for 
Pipe 

* Cipher 

Price 

2 xl6 

12 inch 

1 

inch 

Captain 

6 00 

254x16 

12 44 

154 


Captious 

6 50 

254x16 

12 44 

154 


Captive 

7 00 

2*4x16 

12 44 

l3 


Capuchin 

7 50 

8 xl6 

12 44 

154 


Capulet 

800 

854x16 

12 44 

154 

tt 

Caramel 

9 75 

854x16 

12 44 

154 


Carat 

11 25 

4 xl6 

12 44 

2 

46 

Carbine 

14 50 

454x16 

12 44 

2 

44 

Carbon 

18 50 

5 x!6 

12 44 

254 44 

Carbonic 

25 00 

6 xl6 

12 44 

8 

44 

Carbuncle 

87 50 


Strokes given are for Fig. 804. Fig. 805 has 9 in. 


Birukc. 

Cylinders Figs. 800, 801, 302 and 804 are fitted with 
Leather Lower Valve unless otherwi>e * rdered. 

Cylinders Figs. 303 and 305 are fitted with Special 
Lower Cap and Valve, Fig. 358, 

• The cipher words given above apply to Cylinders 
with outside attachments; when wanted with inside at¬ 
tachments, add the word “Inside” to the cipher word. 

Fitted for Pipe as listed unless otherwise ordered. 

N. B.—Outside Diameters of all styles and sixes of Cylin¬ 
ders are given on another page. 


91m above Cylinders are provided with patent Rubber Yalve Seat 


Fflf.111 



r, B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED BRASS-LINED IRON CYLINDERS 



FOR SHALLOW AND DEEP WELLS 

Fig. 308, with “A” Plunger 


Size 

Stroke 

Fitted for 
Pipe 

IRON PLUNGER 

IRON FOLLOWER 
BRASS CAGB A VALVE 



Cipher 

Price 

Cipher 

Price 

PM 

min 

El 

6 inch 

6 “ 

6 " 

6 “ 

6 “ 

6 “ 

6 •• 

6 “ 

1 inch 
1* 44 

1* “ 

li 

2 

Catacomb 

Catamaran 

Catapult 

Cataract 

Catawba 

Catcher 

Catsup 

Catechise 

6 75 

7 00 

7 25 

7 50 

7 75 

8 25 

8 75 

10 50 

Cabriole 

Cachalot 

Cachiri 

Cacholong 

Cachunde 

Cackerel 

Cadastral 

Cadaver 

750 

7 75 
800 
860 
900 

9 75 

10 00 

13 00 


Fiff.800 



Hf.810 



Fig. 309, with 44 J” Plunger 








IRON FOLLOWER 

Size 

Stroke 

Fitted for 
Pipe 

IRON PLUNGER 

BRA8S CAGB & VALVE 



Cipher 

Price 

Cipher 

Price 

2 xl2 

8 inch 

1 inch 

Cadaverous 

725 

Cautious 

8 00 

2K*12 

8 

44 

IV »* 

Caddow 

7 50 

Cavalcade 

825 

2M*12 

8 

ti 

lj? 44 

Cadence 

7 75 

Cavalier 

8 60 ... 

2%xl2 

8 

it 

44 

Cadger 

8 00 

Cavalry 

900 ' 

8 xl2 

8 


44 

Cadmean 

8 25 

Cavern 

950 

85fxl2 

8 

il 

“ 

Cadmus 

8 75 

Cavil 

10 25 

854x12 

8 


154 “ 

Caduke 

9 50 

Cavilling 

11 25 

4 xl2 

8 

«« 

2 “ 

Cafenet 

11 75 

Cavity 

14 25 

2 xl4 

10 


1 “ 

Caffeine 

7 75 

Cayenne 

Cedar 

8 50 

2^x14 

10 


IK 44 

Caffre 

8 25 

900 

254x14 

10 


15 { 44 

Caftan 

8 50 

Cedilla 

925 

2^x14 

10 

11 

IK “ 

Cagit 

8 75 

Celerity 

975 

8 xl4 

83^x14 

10 

10 

it 

IK “ 

IK 44 

Cagmag 

Cahoot 

9 00 
• 9 50 

Celery 

Celestial 

10 25 

11 00 

854x14 

10 

it 

154 “ 

Caked 

10 50 

Celibate 

12 25 

4 *14 

10 

it 

2 “ 

Caking 

13 25 

Celibacy 

15 75 

6 xl4 

10 

it 

2 54 44 

Calaboose 

29 00 

Camomile 

33 00 

6 xl4 

10 

44 

3 

Calade 

45 00 

Castilian 

50 00 


Fig. 310, with “J” Plunger 


Size 

Stroke 

Fitted for 
Pipe 

IRON PLUNGER 

IRON FOLLOWER 
BEA8H CAGB A VALVE 

Cipher 

Price 

Cipher 

Price 

2 xl6 

12 inch 

1 inch 

Calamar 

825 

Certificate 


2^x16 

12 

•» 

1 K “ 

Calando 

9 00 

Cessation 

9 75 

234x16 

12 

44 

IK 44 

Ca langay 

9 50 

Cestus 


2Kxl6 

12 


IK 44 

Caliber 

9 75 

Chaffer 


8 xl6 

12 

44 

IK 44 

Calibrate 

10 00 

Chagrin 

11 25 

8^x16 

12 

«« 

n 44 

Calid 

10 50 

Chairman 


854x16 

12 

44 

154 44 

Caliduct 

11 75 

Chaise 


4 xl6 

12 


2 

Calipers 

15 00 

Chaldean 


6 xl6 

12 

44 

254 44 

Calker 

31 00 

Capsicum 


6 xl6 

12 

* 4 

3 

Calking 

50 00 

Capricorn 

Emm 


The above Cylinders are fitted with Leather Lower Valve and are fitted for 
Pipe as listed, unless otherwise ordered. 

N. B.— Outside l)ia meters of all styles and Sizes of Cylinders sis 
riven on another page. 

The above Cylinders are provided with Patent Rubber Valve Seat 


In Telegrams use Cipher Words Designating Pump s Se e Code, pages 4 and A 
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ri*.si£ 


SEAMLESS BRASS TUBE CYLINDERS 

FOR SHALLOW AND DEEP WELLS 
_ Figs. 312 and 322,10 and 12 Inches long, with “A" Plunger __ 


FI 


Fig.813 


L 2 xlO 
a 2tfxl0 
o 2^x10 

<2,3 xlO 
.SP 3^x10 
^ 3^x10 
I* 4 xlO 
l 2 xl2 
2^x12 
2^x12 
2%xl2 

3 xl2 
3^x12 
8^x12 

4 x!2 


Stroke 

Fitted 

for 

Pipe 

1 7 in.ll in. 

7 “ 

ix \ 

7 “ 

IX “ 

7 •• 

IX 1 - 

7 “ 

ix " 

7 “ 

IX" 

7 •• 

154” 

7 “ 

2 “ 

9 " 

1 “ 

9 •• 

IX " 

9 “ 

IX" 

9 “ 


9 “ 

1/4 “ 

9 •• 

IX ** 

9 « 

ix " 

9 “ 

2 “ 


Iron Caps Iron Caps 

Iron Plgr. _ Br. Plgr. 

♦Cipher | Price *Cipher | Pr 


Chaining 

Chalked 

Chalking 

Challis 

Chamade 

Champed 

Chandry 

Chappy 

Chapter 

Chary 

Chasing 

Chasm 

Chaser 

Chateau 


Chaos 

Chaotic 

Chapeau 

Chapel 

Chaplet 

Chaperon 

Chaplain 

Character 

Charade 

Charger 

Chariot 

Charity 

Charlatan 

Charmer 

Charon 

Chartered 


ice *Cipher 

00 Chasten 
25 Chastise 
50 Chatter 
00 Cheater 
75 Checkers 
50 Cheek 
60 Cheese 
60 Chemist 
25 Chemistry 
50 Cherish 



Fitted 
8 ize for 

pipe I *Cipher 



♦Cipher 


Chivalry 

Chloral 

Chloride 

Chocolate 

Choker 

Cholera 

Chosen 

Chopper 


14 in. long, has 10 in. stroke. Fig. 322, 7 in. stroke. 

Figs. 312 and 322,16 Inches long, with “J” Plunger 


I Iron Attachments 
and Follower Brass 
Cage and Valve 

ripe 




9 00 Circumvent 
9 75 Citadel 
10 25 Citation 

10 75 Citizen 

11 25 Citron 

12 00 Civilian 

13 50 



Churned 

Churning 

Cicerone 

Cider 

Cigar 

Cinchona 

Cinder 

Cinnamon 

Circuit 

Circulate 

Circumflex 


I.—Fig. 312,16 in. long, has 12 in. stroke. Fig. 322,9 in. stroke. 


Cylinders Fig. 812, are fitted with Leather Lower Valve unless otherwise ordered. Cylinders 
Fig. 822, are fitted with Special Lower Cap and Valve, Fig. 858. Fitted for Pipe as listed, unless 
otherwise ordered. 

♦The cipher words given above apply to Fig. 812; when Fig. 322 is wanted add the wait* 
“Inside” to the cipher word. 

N. B.—Outside diameters of all styles and sizes of Cylinders are given on another page 
Above Cylinders with Iron Caps have Patent ju^lrer Valve Seat 

N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue, 
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SEAMLESS BRASS TUBE CYLINDERS 

FOR DEEP WELLS 

Figs. 312 and 322,18,20 and 22 Inches long, with “L H Plunger 


Size 

Pipe 

Iron Attachments 
and Follower Brass 
Cage end Valve 

Iron Attachments 
and All Brass Plunger 

All Brass 




♦Cipher 

Price 

•Cipher 

Price 

•Cipher 

Price 

154x1ft 

1 






Continuous 

14 25 

l^xlft 

1 






Contorted 

14 25 

2 xl8 

1 

*« 

Commotion 

9 60 

Consuming 

EuEjj 

Contortion 

14 25 

25 ^x18 

IK 

II 



Consumptive 

BPfiii] 

Contour 

15 25 

2 $6x18 

IK 

II 

Community 

11 25 

Contact 

12 75 

Contraband 

i Irani 

2^x18 

IK 

II 

Commutable 

11 75 

Contagion 

13 25 

Contraction 

E 3 

8 xl8 

IK 

4« 

Commute 

12 25 

Contain 

13 75 

Contradict 

18 25 

8 *xl8 

IK 

II 

Companion 

■EH.i] 

Contained 

ShEHil 

Contradicted 


8 $4x18 

114 

II 

Compare 

14 75 

Containing 

17 25 

Contralto 


4 xl8 

2 

II 

Comparing 

19 25 

Contempt 

22 25 

Contrarily 

29 75 


1 

II 





Contrary 

Itlr/il 

ft ■ ft 

1 

It 





14 75 


1 

II 

Commodore 

EaK 3 

Contending 

ii 50 

Contrasted 

14 75 


IK 

tft 

Constrain 

11 25 

Contention 

12 75 

Contrasting 

irami 


fpi 

<1 

Constrained 

12 25 

Contest 

13 50 

Contribute 

17 75 


[pi 

II 

Constraining 

12 75 

Contestant 

14 25 

Contributor 

18 50 

iti * ?i 

[pi 

II 

Constraint 

13 25 

Context 

14 75 

Contrite 

19 25 


[pi 

Be 


gEgi;i 

Contiguous 

p Cigtni 

Contrition 

ETaijl 

314x20 

114 

n 



Continence 

g tl'A 

Contrivance 

25 25 

wwm. 

2 

** 

Consular 

Haiti' 

Continue 

Hfi:ii 

Contriving 

BUnl 

4V4x22 

214 

H 

Consulate 

Han 

Contingency 

■yE 1 ] 

Control 

47 75 


3 

«« 

Consulted 

CIS 

saaansa 





Vlg.1 


N. B.—Fig. 812,18 in. long, has 13 in. stroke; 20 in. long, 15 in. stroke; 22 in. long, 16 in. stroke. 
Fig. 822,18 in. long, has 10 in. stroke; 20 in. long, 12 in. stroke; 22 in. long, 13 in. stroke. 
Cylinders Fig. 812, are fitted with Leather Lower Valve unless otherwise ordered. 
Cylinders Fig. 822, are fitted with Special Lower Cap and Valve, Fig. 358. 

♦The cipher words given above apply to Fig. 312; when Fig. 822 is wanted add the word 
“Inside” to the cipher word. Fitted for Hpe as listed, unless otherwise ordered. 

Above Cylinders with Iron Caps have Patent Rubber Valve Seat 


Fl(. 815 



SPECIAL DEEP WELL BRASS CYLINDER 

WITH METALLIC VALVE8 
Fig. 316,16,20 and 30 Inches long, with All Brass “C” Plunger 

These Cylinders are made of heavy seamless-drawn Brass Tubing, and are Metallic 
fitted throughout, making them especially adapted for deep wells that contain alkali 
and other substances that would affect iron or leather. Tney are suitable for Deep 
Wells and Mines, and can be used in connection with our Power Working Heads of 
same stroke. The cut shows Cylinder with Inside Attachments for Drilled Wells. We 
can furnish them with outside attachments or caps, if preferred. Always furnished 
with Inside Attachments, unless otherwise ordered. 


SIZES AND PRICES 


Sizes 

1 * 

E«2 

If 

geo 

H 

Cipher 

8 

& 

.§ 

to 


if 
£(0 
*4 *3 

Capacity 

perStroke 

Cipher 

I 


inch 

inches 

gal. 




inch 

inches 

gal. 



2 xl6 

1 

8 

.11 

Clemency 

mm 

316x20 

IK 

10 

.42 

Clipping 

24 00 

216x16 

IK 

8 

.17 

Clergy 

14 50 

4 x20 

2 

10 

.54 

Cloddy 

8100 

8 *16 

IK 

8 

.24 

Clergyman 

16 50 

416x20 

2 

■n 

.69 

Cloister 

EEJ 

316x16 

116 

8 

.38 

Clerical 

g£T ill 

5 x20 

216 

10 

.85 

Closely 

50 00 

4 xl6 

2 

8 

.44 

Clerkship 

al* v 

3 x30 

IK 

16 

.49 

Closeted 

50 00 

416x16 

2 

8 

.55 

Cleverly 

liS 1*1 


2 

16 

.67 

Clothier 

55 00 

5 xl6 

216 

8 

68 

Climate 

i i i:i 


2 

16 

.87 

Cloudless 

EMJ 

2 x20 

1 

mm 

.14 

Climatic 

■ii i.i 

416x30 

2K 

16 


Clover 

67 50 

216x20 

IK 


.21 

Climber 

17 50 

5 x30 

3 

16 

1.36 

Clown 

75 00 

3 x20 

i» 

10 

.31 

Clinic 

g/ililill 


8K 

16 

1.96 

Clumsy 

gOlM] 


Fitted for Pipe as listed, unless otherwise ordered. 

If. B.— Outside Diameters of all styles and sizes of Cylinders are given on another page 


la Telegram* use Cipher Word* Designating Pumps—See Code, page# 4 and A 

[ 54650 k 2 








































































































100 


THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED 

ARTESIAN WELL BRASS CYLINDERS 

WITH BRONZE BALL VALVES 
Fft*.8B4 

Fig. 324 Cylinder or Working: Barrel is made of Brass, with Plunger having cupped leathet 
packings. The Cylinder is fitted for Pipe one size larger than its diameter to admit of withdraw¬ 
ing together the Plunger and Lower Valve when repairs become necessary. These Working Bar¬ 
rels are designed for service with our Power WorkingHeads and Steam Pumping Engines. The 
►mailer sizes may be used with our Heavy Hand and wind Mill Standards when desired To give 
»he best results, the Cylinder should be submerged. Bottom Coupling is fitted for Suction Pipe or 
tttrainer. They are extensively used in drilled wells. Fifl. 324 Cylinders or Working Barrels are 
adapted to the deepest wells, and in many cases are successfully operated in wells over L000 feet 
in depth. In Ordering Fig. 324 Cylinders, always give the inside diameter and length of Stroke. 
Unless especially ordered for Artesian Well Casing, the top and bottom attachments will always 
be fitted for Standard Pipe as listed in table b low. 


SIZES AND PRICES 



• The inch Cylinders, when ordered for casing, are fitted for 6H inch at top attachment, 
t The inch Cylinders, when ordered for casing, are fitted for inch at too attachment 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue* 

Digitized by Google 
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V)g.S74~A 



OIL AND ARTESIAN WELL VALVES 


Fig. 874 

8IZE8 AND PRICES 


Diam. 

Cylinder 

Price 

Plunger 

Price 

Lower 

Valve-B 

Price 
per set. 

Diam. 

Cylinder 

Price 

Plunger 

A 

Price 

Lower 

Valve-B 

Price 
per set. 

lk 

2 75 


4 75 


40 00 

27 00 

67 00 

iff 

400 



48 00 

34 00 

82 00 


650 

4 75 

11 25 


65 00 

45 00 

110 00 

2# 

12 00 



6$? 

78 00 

56 00 

184 00 

a 

17 00 


29 00 

7% 

150 00 

100 00 

250 00 

22 00 


86 00 


2b0 00 

165 00 

416 00 

4* 

26 00 


46 00 

9k 

300 00 

200 00 

500 00 


85 00 

24 00 

59 00 


. 

. 



SPECIAL 

ARTESIAN WELL BRASS CYLINDER 

WITH BRONZE BALL VALVES 

Fig. 311 

These Cylinders are lighter and somewhat shorter than Fig. 324 
Cylinders of the same diameter and length of stroke. They are 
made of the best material and great care is taken with their con¬ 
struction. In workmanship they are equal to our Standard Artesian 
Well Cylinders, Fig. 324, though the latter being heavier and 
stronger are recommended for the deepest wells and where heavy 
duty Is to be performed. These Cylinders are suitable for service 
with our power working heads of same stroke. 


SIZES AND PRICES 


Inside 
Diam. 
of Cyl¬ 
inder 

Length 

Stroke 

Inside 

Dia. Pipe 
or Casing 
Top 
Attach¬ 
ment 

Inside 

Dia, Pipe 
or Casing 
Bottom 
Attach¬ 
ment 

Extreme 

Le’gth of 
Cyl. with 
Attach¬ 
ments 

Extreme 

Outside 
Diam. of 
Attach¬ 
ments 

Capac¬ 

ity per 
Rev. 
Gal¬ 
lons. 

Cipher 

Price 

1 k in. 

10 in. 

2 in. 

2 in. 

24 in. 

2k in. 

.11 

Captivity 

17 50 

2$ “ 


2k 44 

2 44 

25 44 

3k 44 

.17 

Caress 

26 00 

2X 44 

10 •• 

3 44 

2 

26 44 


.26 

Celebrated 

34 00 

sk 44 

10 44 

3k “ 

2k « 

29k 45 

4k 44 

.36 

Coerce 

45 00 

Ik 44 

16 44 

2 44 

2 44 

30 44 

2k 44 

.17 

Champion 

19 00 

2k “ 

16 44 

2k 44 

2 44 

31 44 

35? 14 

.27 

Collision 

28 00 

2k 44 

16 44 

3 44 

2 44 

32 44 

3% 84 

.41 

Colossal 

36 00 

3k 44 

16 44 

3k “ 

2k 44 

35k 44 

4k 44 

o57 

Commerce 

48 00 

3k “ 

16 44 

4 44 

8 44 

37 44 

5k 44 

.77 

Cabinet 

70 00 

2k ;; 

24 “ 

2k 44 

2 44 

39 44 

3k 44 

.41 

Caboose 

32 00 

2% 14 

24 44 

3 44 

2 44 

40 44 

3 H 44 

.61 

Cactus 

38 00 

3k 44 

24 44 

3k 44 

2k 44 

43k 44 

4k 44 

.86 

Caddy 

52 00 

8k “ 

24 44 

4 44 

3 44 

45 44 

5k 44 

1.15 

Cadenza 

75 00 

2k 44 

30 44 

3 44 

2 ‘‘ 

46 44 

3 % 44 

.77 

Cadet 

wmn 

3k “ 


3k 44 

2k 44 

49k 44 

4k 44 

1.08 

Caititt 

55 00 

3X 44 

30 “ 

4 44 

3 * 4 

51 44 

5k “ 

1.43 

Calabash 



N. B.—Outside diameters of all styles and sizes of Cylinders are giTen elsewhere 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5. 
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Diameter 

of 

Cylinder 

Inches 


Cylinder 

Inches 


BRASS-LINED TUBULAR 
AND ARTESIAN WELL 
CYLINDERS 

Fig. 3.1* 

Fitted complete with Driving Shoe, Turned 
Coupling, four Leather Plunger Valves and either 
Morris Perfection or Brass Jacket Flush three-foot 
Well Point covered with sixty Gauze; 2-inch and 
2$4-inch Cylinders take 1^-inch Well Point, 3-inch 
takes 2-inch Well Point, and 4-inch takes 2%-inch 
Well Point. 

SIZES AND PRICES 


Cylinder 

Inches 


18 00 
20 00 
24 00 


45 50 
50 50 


23 25 
26 00 
30 25 


102 • THE DEMING COMPANY, SALEM, OHIO. 


Digitized by 


Google 


WROUGHT-IRON TUBULAR WELL CYLINDERS 


When ordering these Cylinders always specify 
whether Open or Close Pattern Shoes are wanted. 
Unless otherwise specified, we will regularly furnish 
Close Pattern on 2-inch size, and Open Pattern on 
2 ft and larger sizes. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 


Fif.846 Fig. 846 Fif.88) 


Made of Galvanized or Plain extra strong 
Wrought-iron Pipe, bored and polished, fitted with 
Driving Shoe,Turned Coupling, two Leather Hunger 
Valves, and three-foot sixty Gauze Flush Well 
Point. If desired, we will furnish four Leather 
Plunger Valves at small additional cost. 

SIZES AND PRICES 
















































Brass T. W. Cylinder 


Fig. 847. Taper Point Cylinders are seated like Tabular Well Valves. Fur¬ 
nished in all sizes and at same list prices as Figs. 823 and 849 respectively. 

In Ttlfgnum use Cipher Wards Designating Pumps—See Code, pages 4 and 5. 
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FI*. 318 



Fi*. 319 


WOOD PUMP CYLINDER 

FI*. 318—WITH "G" PLUNGER 

Fig. 318 Cylinders are made to connect with Wood 
Pomps on Driven Wells. 

SIZES AND PRICE8 


Size 

Fitted for Pipe 

IRON 

Cipher | Price 

3 xl2 

V/ K inch 

Cobweb 

300 

3^x12 

iK “ 

Cockade 

3 60 

3^x12 

“ 

Cockle 

400 

4 x!2 

2 “ 

Cockney 

4 60 



DOUBLE-ACTING WIND MILL 
IRRIGATING CYLINDER 

ADAPTED FOR SHALLOW WELLS 
Fi*. 319 

The cut herewith gives a general idea of Fifl. 319, our 
Double-Acting Cylinder for shallow wells, etc. 

The Single-Acting Cylinders described on previous 
pages are adapted for either Shallow or Deep Wells, but 
Fig. 319 we cannot recommend for wells over 60 feet in 
depth. When used as a Force Pump with Working 
Head, Figs. 432, 433 or 436, either of the two smaller 
sizes of cylinders will work satisfactorily. 

The two larger sizes (four and six inch diameter) are 
adapted for Fig. 435 Working Head, when used as a 
Force Pump. 

For well constructed, powerful Wind Mills, Fig. 319 
Cylinders in wells from 10 to 30 feet deep will give excel¬ 
lent satisfaction for irrigation, as they are absolutely 
Double-Acting, and the quantity of water a Pump will 
discharge per revolution is a very important feature. 

SIZES AND PRICES 


Inside 
Diameter 
of C 


Suction and 


Capacity 
per Stroke 
(revolut’n) 


.24 gal. 
.41 “ 
.43 “ 
.73 “ 
.76 “ 
1.30 “ 
8.92 “ 


Cipher | 

Coffee 

Cochineal 

Cogent 

Cockscomb 

Cogency 

Coffin 

Coiffure 


BRASS LINED 


10 00 Clandestine 11 

12 60 Clanking 14 

12 00 Clapboard 13 

16 00 Clashing 18 

14 00 Clavier 17 

18 00 Client 22 

35 00 Clientage 


Furnished 'with Forked Coupling at $1.50 extra list. 

N. B.— Outside diameters of all styles and sizes of Cylinders are given elsewhere. 

N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue^ 
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SPECIAL 

SINGLE AND DOUBLE-CYLINDER PUHPS 

FOR DEEP WELLS 

WITH AIR CHAMBER AND DETACHABLE VALVE BOX CAP 
Fig. 388—Single Cylinder Fig. 348—Double Cylinder 



Fig*. 388 and 348 are made with either Iron or Brass Cylinders as in price 
list. To operate successfully they should be located within 20 feet of the water. 
We can furnish Double Cylinder Pumps Fig, 348, arranged for power with 
Pulleys and for Horse Power as shown by Figs, 709 and 703 respectively. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 

11 to 16. 


SIZES AND PRICES 


Fig. 

Diameter 
of Cyl. 

Stroke 

Capacity 

IKON CYLINDER 

BRASS CYLINDER 

Cipher 

Price 

Cipher 

Price 

^-4 

388 

2 % inch 

10 inch 

.21 

Cranny 

42 00 

Crayon 

44 50 


388 

3 

it 

10 


.31 

Crasis 

44 00 

Crazy 

49 50 


388 

3 % 

it 

10 


.42 

Crater 

49 50 

Creamy 

57 00 

*2 

388 

4 

<< 

10 


.55 

Cravat 

62 00 

Creeper 

71 00 

s 

388 

5 

«< 

10 


.85 

Craven 

84 50 

Crepon 

103 00 

in 

[388 

6 

11 

10 


1.23 

Crawler 

101 25 

Crested 

129 00 


348 

214 

it 

• 

10 


.42 

Convalesce 

58 00 

Convention 

71 00 

5 

348 

9 

i. 

10 


.61 

Convalescent 

64 00 

Conventual 

81 00 

©« 

348 

3'A 

ii 

10 


.83 

Convective 

74 00 

Converge 

93 00 

2 

348 

4 

11 

10 


1.09 

Convene 

85 00 

Convergent 

108 00 

*0 

318 

5 

11 

10 


1.70 

Convenient 

120 00 

Converging 

175 00 

JL 

[348 

6 

11 

10 


2.45 

Convent 

160 00 

Conversable | 

235 00 


In Telegrams use Cipher Words Designating Pumps —See Code, pages 4 and 5 , 
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WIND MILL IRRIGATING CYLINDER 

Fir 380 Fig. 857 Fir 380 


TOR WROUGHT FOR SPIRAL 



Flfl. 380, Irrigating Cylinder, it intended for heavy duty and may be used in connection with 
any orour Power Working Heads or attached to Flfl. 357—Spont connection illustrated above 
A discharge Spont similar to Flfl. 357 may also be arranged by bolting a standard Pipe Flange 
to a Box or Wooden Trough and connecting the discharge Pipe to it. When Cylinders are 
operated by Wind Mills, such arrangements are very generally used. These Cylinders are es¬ 
pecially adapted for both Irrigation and Drainage. Unless otherwise ordered , fitted top and bot¬ 
tom for Wrought Iron Pipe as listed. The top flange of cylinder is regularly drilled for Abendroth 
and Root Spiral Riveted Pipe flange. . . , , - 

The cuts under Fig. 35 / show construction of plunger and lower valve. 

SIZES AND PRICES. FIG. 380 


Nominal 

Inside 

Diameter. 

Actual 

Inside 

Diameter. 

Length 1 
Stroke. | 

Total 

Length. 

Flange 

for 

Pipe. 

Vi 

® . 

® dc-c 
.goo 

Put 

Nominal 

Capacity 

Per 

Stroke. 

iron. 

BRASS-LINED. 

Cipher. 

Price 

Cipher. 

Price. 

6 in. 

f>% in. 

12 in. 

22 in. 

4 in. 

Vi in. 

l l A gal- 

Chloroform 

$20 00 

Cadillac 

$26 00 

8 “ 

1% “ 

12 “ 

22 44 

6 44 

n ” 

2U “ 

Chorister 

26 60 

Carolin 

34 50 

10 “ 

9% “ 

16 “ 

26 44 

8 44 

i 44 

5 % 44 

Chowder 

45 00 

Cassino 

57 00 

12 “ 

11% “ 

16 4 

34 44 

8 “ 

IVa. “ 

1% 44 

Cachet 

65 00 

Caddice 

90 00 

6 “ 

f>% 

24 44 

34 44 

4 44 


3 44 

Carpel 

25 00 

Carryall 

37 00 

8 

7% “ 

24 •* 

34 44 

6 44 

A “ 

5 

Carpolite 

33 00 

Cartilage 

49 00 

10 “ 

9 % “ 

24 44 

34 44 

8 44 

i 44 

1% 44 

Carpus 

53 00 

Cascade 

71 00 

12 “ 

\ 1 % “ 

24 44 

42 44 

8“ 

1%“ 

11% “ 

Carrack 

75 00 

Casement 

112 50 


Nominal Inside Diameter ° is the diameter of Spiral Riveted Pipe, through which the Plun¬ 
ger can be drawn. 

“ Fig 357. Spout Attachment,” 14 inches long, 12 inches wide, 6 inches deep, for 6-inch or 
8-inch pipe, price, $7.00. 


N. B.—Alphabetical Index Is In front, and Figure Index In back, of Catalogue. 
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44 MARINE 99 IRRIGATING PUMPS 


Fig. 475 


FOR LIGHT DUTY 


Pig. 476 




Fig. 476 is adapted for raising large quantities of water short distances, with wind mill 
or other power. It has a flanged base to fasten to platform or foundation. The bottom flange 
is threaded for suction pipe. The plunger can be withdrawn after removing the top cap. 

Fig. 476 is like Fig. 476 except it is made with a tall base and has a flange at one side 
threaded for suction pipe. 

Buies and Tables for Capacity, Required Power and Speed of Ptimpe, pages 11 to 16. 


SIZES AND PRICES 


Fig. 

Diameter 

Length of 

Suction 

Capacity 

IRON CYLINDER 

BRA S3 * LINED CYL. 

of Cylinder 

Stroke 

Fitted for 

Stroke 

Cipher 

Price 

Cipher 

Price 

475 

6 inches 

12 inch 

3 in. Pipe 

1 l A Gal. 

Cackler 

25 00 

Caliph 

33 00 

475 

8 l A 44 

12 “ 

4 

3 “ 

Caiole 

35 00 

Calliope 

45 00 

475 

12 

16 “ 

6 “ 

T% 44 

Cabbling 

105 00 

Cabob 

130 00 

476 

6 

12 44 

3 41 

1 l A 44 

Cabesse 

28 00 

Cabotage 

36 00 

476 

8 'A “ 

12 “ 

4 44 

3 44 

Cabiric 

40 00 

Caburn 

50 00 

476 

12 “ 

16 “ 


1% 44 

Cablet 

115 00 

Cacao 

140 00 


Can be fitted for other sizes Pipe, but always fitted as listed unless otherwise ordered. 


In Telegrams use Cipher Words Designating Pomps—See Code, pages 4 and S> 
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IMPROVED TUBULAR WELL VALVES 





Figs. 375-376 per set.... 

Fig. 1069 per set.. 

Figs. 375 B, 376 B. 1069 B 
Check Valves only... 

Fig. *1074 per set. 

Fig 1074 B, Check with 
Dog Coupling. 


Tubular Well 


•Fig.378 A 


♦Fig. 870 A 


•Fig. 1069 A 


♦Fig, 1074 A 


Digitized by 


Google 


Bale Top 
Ball Check 

Fig. 1139 


Bale Top 
Poppet Check 


Screw Top 
Poppet Check 


SIZES AND PRICES 


Marcy Check 


2-Leather 
Ball Plunger 

Fig. 875 B 


2-Leather 
Poppet Plunger 

Fig. 876 B 


4-Leather 
Poppet Plunger 

Fig. 1089 B 


Marcy Plunger 

Fig. 1074 B 


Jt. B^Alphabettcat Index Is In front, and near. Index in tack, of Catalog**. 


I 


E53SB35 


TWO-LEATHER 


SIZE, INCHES 


Tubular Well Seal Fig. 1 


4 00| 8 00 


♦Any of the Plungers shown at top of this page can a 1 so be combined 
with Figs. 1073 B, 1070 B, 1183 B or 1135 B, on next page, as suits the pur¬ 
chaser. 
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IMPROVED TUBULAR WELL VALVES 

Fig. 1135 B 


♦Genuine Bremer Check 
Valve 

Fig. 1134 


Digitized by 


Google 


♦Perfection Screw Top 
♦Strait Check Valve Check Valve Che< 

BRASS BALL DEEP WELL VALVES 

Fig. 1137 


♦Perfection Bale Top 
Check Valve 


Fig. 1138 


with Dog Coupling _ Ball Plung er_ Ball Pl unger_ Brass Ball Check 



2-Leather 

4-Leather 

Figs. 1073,1070, 1133, 1135, Plunger and Check.... per set 
Figs. 1073 B, 1070 B, 1133 B, 1135 B, Check Valves only,each 

Figs. 1136, 1137, 1138, Plunger and Check.per set 

Fig. 1134.each 

2 2^ 3 4 

2 40 6 00 8 00 16 00 
l 20 3 00 4 00 8 00 

4 00 9 00 12 00 32 00 
13 20 5 00 6 40 . 

2 

3 20 

5*66 

2M 3 

7 00 10 00 

10 00 14 00 

. 

4 

18 00 

36 00 


•Figs. 1073 B, 1070 B, 1133 B and 1135 B can be combined with any T, W. Plungers shown on 
opposite page, according to purchaser’s preferences or requirements. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5, 
















110 


THE DEMING COMPANY, SALEM, OHIO. 


STRAINERS, FOOT VALVES, ETC. 


FI* 888 


SUCTION STRAINERS 
FI* 889 


FI* 840 


Size, inches 


Figs.338,339,340 Galvanized. 

Galv. and Gz. Cov’d 




Isa 


Foot Valve 
end Strainer 


Foot Valve A Strainer 

4 in. and smaller 


«*oot Valve A Strainer 

in. and larger 


Size, Inches 

1 I 1 

'ill 

H\ 

2 

2 

54 L 

3 

3H| 

4 

414 

5 

6 

7 

8 

•10 

1 . 


Fjg 

327, Plain. 

1 251 

501 

752 

25 

? 

753 

75 



_ 









.. 




327, Galvanized... 

1 =01 

752 

25 2 

/.*» 

3 

254 

25 


| 














II 

328. Screwed,Plain 

42 

4S 

62' 

82 

1 

20,1 

702 

502 

75 

4 00 

4 

25 

7 

00 

16 

00 

16 

00 

3666 

60 

66 

14 

328, “ Galv. 

60 

751 

001 

45 

2 

002 

703 

904 

25 

*6 00 

6 

50 

10 

00 

30 

00 

30 

00 

50 00 

90 

CO 

II 

328. Flanged,Plain 


...|. 

...1. 


2 

102 

253 

003 

60 

4 75 

5 

00 

8 

00 

16 

50 

16 

50 

32 00 

62 

00 

<1 

341, acre wed. Plain 

22 

29 

40 

*54 


801 

05 


7< 1 

‘0 


2 

40 

3 

40 

5 

00 

6 

60 




II 

341. “ Galv. 

32 

42l 

56 1 

75 


101 

60 

2 

60'2 

9u 


3 

80 

! 5 

00 

7 

25 

9 

75 




H*—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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TANK AND FLOAT VALVES AND FLOATS 


Fig. 850 Fig. 85ft 



SIZES AND PRICES 


Sizes in Inches, of Pipe for which they are fitted y k 1 1# 2 2% 3 4 

Fig. 350 Float Valve, each. 80 80 1 00 ..*. 

“ 351 “ “ “ . 80 80 100 . 

“ 1079 Enterprise Float Valve, each. *25 138 150 300 500 750 10 00. 

44 352 Tank Outlet “ “ . 80 80 1 00 1 25 . 

“ 354 Vertical Float “ “ . 1 00 1 00 1 25 . 

“ 355 “ Tank Valve, Brass, with Yoke 250 350 5 75 800 12 00 17 00. 

“ 353 Tank Check Valve, each. 75 75 90 1 00 . 

44 856 44 Valve,Cast Iron, with Brass Plug. 400 500 650 950 



Enterprise Reversible Float and Outlet Valves for 
Water Works and Railroads 


Size, inches. 

4 

5 

« 

7 

8 

Screwed, each ... 
Flanged.. 

22 00 
25 00| 

32 00 
86 00 

88 

38 

60 00 
65 00 

75 00 
80 00 


Fig. 1118 



Enterprise Tank Outlet or Flush Out Valve 

The main body of the Valve is flush with 
the Tankl>ottom, permitting the sediment to 
be easily removed and the Tank thoroughly 
cleansed. 

Price, 3 inch Enterprise Tank Outlet 
Valve, each. 17 00 



Fig. 1078 


COPPER AND GALVANIZED IRON FLOATS 

Can be bolted to a Lever attached to Tank Valve, to open and 
close automatically. 

__ SIZES AND PRICES _ 

Copper, size, 9J£x2^ inches, each.. •. 1 25 

* “ 12 x3 44 “ .... 175 

Galvanized Iron, size, 9#x22£ inches, each. 1 00 

“ “ “ 12 x3 44 44 . 1 60 


In Telegrams, use Cipher Words Designating Pumps—See Code, pages 4 and 5. 
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AIR CHAMBERS, WATER CONDUCTORS, ETC. 


Fif. 869 


HYDRAULIC AIR CHAMBERS. Fig. 869 

These Air Chambers are adapted for attaching to the Conducting 
Pipe where Pumps are required to work against great pressure or force 
water through a long lead of pipe. Their use will greatly lessen the wear 
on the Pumps. They are fitted with Tee Connection. 

SIZES AND PRICES 


Size, inches.I % 

Price, each.. ..I 160 


I 1 -iX-l- 
I 2 00 8 60 1 


Fig. 359 


Bi«. 848 





ROLLER PISTON ROD GUIDES 
Fig. 859 


H or y A in. 


HANDLE BALLS 

Fig. 843 


Fig. 844 



Fig. 869 


Fig. 868 


A 

Goose Neck 
for Upward Discharge 


Water Conductor WATER CONDUCTORS for Pump Spout 

Fig. 344 

The Water Conductor is a great convenience for conveying water from the Spout of Pumps 
to Troughs and Tanks situated at a distance. It is made to swivel and conduct the water in any 
direction desired, For 1% or 1% inch Conducting Pipe, as ordered. Pi ice, each.1 00 

GOOSE NECK Fig.369 


Malleable Hose Clevis 
for Pump Spout 


Fitted for 

mzc Hose Coupling ■ 



Without Hose Coupling 


Cipher 


Competent 

Compiler 

Complacent 

Complex 

Complexity 


With Hose Coupling 



MALLEABLE HOSE CLEVIS Fig.368 

For Pump spout 

Price, each.0.50 

N. B.—Alphabetical Index is in front, and Figure Index In back, of Catalogue. 
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VALVE AND PLUNGER LEATHERS, ETC. 


MADE OP PURE OAK*TANNED STOCK 



Lower Valve Leather liner Leather-Hot Crimped 



• ' ;j- V. 1 : ' 




Size, inches (Diam. Cyl.) 


“ “ crimped. 

Ring Packings for Cylinders, not shown. 
Tubular Well Valve Rubbers. 


CRIMPED PLUNGER LEATHERS FOR ARTESIAN WELL CYLINDERS 

Figs. 311 and 824 


Size, inches (Diam, Cyl.).. 777! 

Price, Plunger Leathers, each 


RUBBER VALVE BALLS 



EI 

JUiJL 




In Telegrams use Cipher Words Designating Pumps —See Code, pages 4 and A 
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COUPLINGS FOR IRON AND WOOD ROD, ETC. 


Hexagon Rod Coupling 



Beaded Rod Coupling 



HEXAGON AND BEADED ROD COUPLINGS 


SIZES AND PRICES 


Fitted for Rod. 

Threads to Inch. 

□ 

□ 

14x12 

% 

12 

Plain, per lb..... 


0 40 

0 40 

0 40 

Galvanized, per lb. 


60 

60 

60 

Brass, per lb. 

U£!l 

1 00 

1 OO 

1 00 


These Couplings are tapped inch over-size unless otherwise 
ordered. 


MALLEABLE WOOD ROD COUPLINGS 



SIZES AND PRICES 


Size 

| 2 Rivet Holes 1 

| 3 Rivet Holes | 

j Heavy Pattern 

Plain | 

Galvanized 

Plain 

Galvanized 

Plain 

I Galvanized 

1 in. 

0 20 per set i 

0 40 per set 

0 40 per set 

0 60 per set 



Wa “ 

0 40 per set 

0 60 per set 


VICTOR WOOD ROD COUPLINGS 



No joints to unscrew or become loose. Instantly adjusted by placing together and sliding 
the ring on taper shank. 


For 1 in. Rods, price per set, plain. 0 20 

44 1 “ 44 44 44 44 galvanized. 40 


WROUGHT IRON WOOD ROD JOINTS, WITH BOX AND PIN COUPLING 

Fig. 630 



SIZES AND PRICES— JOINTS AND ASH RODS 


Size of Rod 
(Diameter) 

Size Box and Pin 

Connecting 

Joints 

Price per Foot, 

Ash Rods with 
Joints 

■jjglga 

Adapted for 
Working Barrel 
(Diameter) 

IH in. 

H in. 


1 176 i 

From 2 K to 1% in. 

2 yL “ 

m 44 



44 4tfto5& 44 

33 " 




44 5H to 6% “ 


SQUARE AND OCTAGON WOOD RODS-WITHOUTCOUPLING3-RANDOM LENGTHS 


Size of Rod, Inches 

1 1 


1 1 

I m 1 

1% 

I 1 H 

Square Hard Pine Rod, per 100 ft. 

Square Ash Rod, 44 .... 

Octagon Ash Rod, 44 .... 

MfM 

WEEiWi 


|KVTflB 

4 00 
600 



STEEL PUMP ROD 

We carry in stock Black (Mild Steel) and Galvanized Cold Drawn Steel Rods in sizes of 
ji, £ and % inch. Prices on application. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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- 4 --- 

* 

WIND MILL REGULATORS, ETC. 


THE WALLEN DOUBLE-ACTING WIND MILL PITMAN SPRING 



These springs relieve the Mill and Pump from shock at the beginning and end of each stroke, 
as they equalize the work. Pounding, jerking and breakage of Pitmans, etc., are thus avoided. 

APPROXIMATE CAPACITY OF SPRINGS 

No. 1 for 50 to 80 feet lift with 2to8 in. cylinder. No. 4 for 225 to 825 feet lift with 2J4 to 4 in. 
No. 2 for 90 to 150 feet lift with 2 to 8 in. cylinder. cylinder. 

No. 3 for 160 to 225 feet lift with 2to 3# in. No. 6 for very Deep Well Pumps, or large 
cylinder. --Irrigating Pumps. 


SIZES AND PRICES 


NUMBER 

1 

2 

3 

4 

5 

Price, each. 

200 

200 

250 

8 Ou 

3 50 


Fig. 390 


THE HERCULES WIND MILL CONNECTION 
Fig. 390 

It holds the Pump Rod firmly in position. The weighted wrench 
forces the set screw in hole of Slide Iron and clamps it firmly to the 
Pump Rod. Wrench cannot detach itself. 

Two complete turns to the left allows the Pump Rod to play freely 
in the Slide Iron, and the connection is made again by turning twice 
to the right. 



Fig. 

For Pump with 

Cipher 

Price 


390 

6 to 10 in. Stroke 

Defend 

1 25 



Fig.36S 


IMPROVED WIND MILL REGULATOR 
CYLINDER * 

For Regulating Tank Supply 1 

Fig. 365 

This Cylinder has Brass Body with Iron Caps. It is 

' connected to a Tee in the discharge pipe between the 
Pump and Tank. When the water in the Tank closes the float 
Valve, the water from the pump is then forced into the Regulator 
Cylinder, forcing the plunger upwards and operating the Lever, | 
Wire or Chain to which it is attached for pulling the Mill out of gear. 

A weight sufficient to pull the Mill in gear again (when the 
water recedes from Tank) should be fastened to the end of Lever 
which actuates the Piston Rod. 



8IZE8 AND PRICE8 


No. 

Diameter 

Length 

Stroke 

Cipher 

Price 

1 

i'/z in. 

16 in. 

14 in. 

Converted 

11 00 

2 

3 “ 

14 “ 

12 “ 

Converting 

12 00 
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BRASS JACKET DRIVE WELL/POINTS 



Trade 

No 

Size 

Length 

Jacket 

Holes 


PRICES BY 

THE DOZEN 


No. 60 
Gauze 

No. 80 
Gauze 

No. 90 
Gauze 

No. 100 
Gauze 

74 

1 in. 

2 feet 

18 

inch 

70 

33 00 

46 00 

52 00 

62 00 

76 

L “ 

254 “ 

24 

t ft 

100 

42 00 

56 00 

64 00 

78 00 

78 

l “ 

3 “ 

30 

14 

120 

51 00 

66 00 

76 00 

94 00 

80 

1 “ 

354 “ 

36 

44 

no 

60 00 

76 00 

88 00 

120 00 

82 

1 “ 

4 

42 

44 

160 

69 00 

86 00 

100 00 

136 00 

84 

1 “ 

454 “ 

48 

44 

190 

78 00 

96 00 

112 00 

152 00 

86 

1 Va “ 

20inches 

W 

ti 

80 

30 00 

42 00 

50 00 

64 00 

90 

W “ 

2 feet 

18 

ti 

100 

36 00 

52 00 

60 00 

80 00 

91 

i H “ 

254 “ 

24 

44 

125 

46 00 

64 00 

75 00 

100 00 

98 

W 44 

3 “ 

30 

44 

150 

56 00 

76 00 

90 00 

120 00 

100 

Wk “ 

354 “ 

36 

44 

175 

66 00 

88 00 

105 00 

140 00 

102 

Wa “ 

4 “ 

42 

44 

20 

76 00 

100 00 

120 00 

160 00 

106 

Wk “ 

454 “ 

48 

44 

225 

86 00 

112 00 

135 00 

180 00 

110 

Wx “ 

5 “ 

54 

4 i 

250 

96 00 

124 00 

150 00 

200 00 

112 

Wk “ 

5H “ 

00 

4 4 

275 

106 00 

136 00 

165 00 

220 00 

114 

1 

6 » 

66 

44 

300 

116 00 

148 00 

180 00 

240 00 

136 

“ 

2 “ 

18 

44 

120 

48 00 

65 00 

78 00 

94 00 

140 

Wt “ 

254 “ 

24 

44 

160 

60 00 

80 00 

96 00 

118 00 

144 

1^ “ 

3 “ 

30 


200 

72 00 

95 00 

114 00 

142 00 

146 

l l /£ “ 

354 “ 

36 


230 

84 00 

110 00 

132 00 

166 00 

148 

“ 

4 “ 

42 


270 

96 00 

125 00 

150 00 

180 00 

150 

W2 “ 

454 “ 

48 


310 

108 00 

140 00 

168 00 

204 00 

152 

1^ “ 

5 “ 

54 


350 

120 00 

155 00 

186 00 

228 00 

154 

“ 

554 “ 

60 

44 

390 

132 00 

170 00 

204 00 

252 00 

156 

1^ “ 

6 “ 

66 

44 

420 

144 00 

185 00 

222 00 

276 00 

160 

2 “ 

2 “ 

18 

44 

140 

75 00 

94 00 

110 00 

130 00 

164 

2 “ 

254 “ 

24 

44 

200 

90 00 

112 00 

132 00 

160 00 

168 

2 “ 

3 “ 

30 


260 

105 00 

130 00 

154 00 

190 00 

170 

2 “ 

354 “ 

36 


290 

120 00 

148 00 

176 00 

220 00 

172 

2 “ 

4 “ 

42 


330 

135 00 

166 00 

198 00 

250 00 

174 

2 “ 

454 “ 

48 


380 

150 00 

184 00 

220 00 

280 00 

176 

2 “ 

5 “ 

54 


430 

165 00 

202 00 

242 00 

310 00 

178 

2 “ 

554 “ 

60 


480 

180 00 

220 00 

264 00 

340 00 

180 

2 “ 

6 “ 

66 


530 

195 00 

238 00 

286 00 

370 00 

184 

2% “ 

3 “ 

30 


300 

180 00 

230 00 

260 00 

300 00 

188 

“ 

4 “ 

42 


360 

230 00 

300 00 

340 00 

400 00 

192 

2 54 “ 

5 “ 

54 

44 

420 

280 00 

370 00 

420 00 

500 00 

196 

2J4 “ 

6 “ 

66 

44 

480 

330 00 

440 00 

500 00 

600 00 

200 

3 “ 

3 “ 

30 

44 

300 

240 00 

310 00 

340 00 

410 00 

204 

3 “ 

4 “ 

42 

44 

420 

300 00 

390 00 

430 00 

520 00 

208 

3 “ 

5 “ 

54 

44 

540 

360 00 

470 00 

520 00 

630 00 

212 

3 “ 

6 “ 

66 

44 

660 

420 00 

550 00 

610 00 

740 00 

216 

4 “ 

4 “ 

36 

44 

360 

480 00 

560 00 

600 00 

700 00 

220 

4 “ 

6 “ 

60 


600 

630 00 

760 00 

840 00 

1 000 00 

224 

4 “ 

8 “ 

84 


840 

780 00 

960 00 

1 080 00 

1 300 00 

228 

4 “ 

10 “ 

1 08 


1 080 

930 00 

1 160 00 

1 320 00 

1 600 00 


Fig. 674 



Open End Extension Points, Galvanized. 

8ame list as Fig. 630. Can furnish any size required. 


N. B. —Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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WASHER DRIVE WELL POINTS 


Fig.681 



These Points are made of Galvanized Iron Pipe, Bored and Countersunk. Each hole is 
covered with Gauze, held in its place bv a Brass Washer and riveted. 

We use only the heaviest Gauze, cut from new stock, in making: these Points, and when Gauze 
finer than No. 60 is required, we put a thickness of No. 60 Gauze under the finer Gauze togive 
the required strength. . 


Trade 

No. 

Size 

Length 

Holes 

PRICE, PER DOZEN 

No. 60 
Gauze 

No. 70 
Gauze 

No. 80 
Gauze 

No. 90 
Gauze 

No. 100 
Gauze 

wmmm 

1 K in. 

mmm 

50 

80 00 

86 00 


50 00 

64 00 

iKjsH 

i3 “ 

2 ft. 

60 

86 00 

44 00 

^B$*nB 

60 00 

80 00 


i3 “ 

2 A 44 

80 

46 00 

55 00 


75 00 

100 00 


** 

8 “ 


56 00 

66 00 

^! wrjB 

90 00 

120 00 

■h 

IK 44 

8 A “ 

120 

66 00 

77 00 

jBKWriB 

105 00 

140 00 

805 

1 K “ 

4 “ 

140 

76 00 

88 00 

; . ... 

120 00 

160 00 

820 

VA 44 

2 44 

80 

48 00 

67 00 


78 00 

94 00 

821 

1 * 44 

2 A “ 

110 

60 00 

70 00 


96 00 

118 00 

822 

VA 44 

8 14 

130 

72 00 

84 00 


114 00 

142 00 

823 

va 44 

8# 44 

150 

84 00 

97 00 

110 10 

132 00 

160 00 

824 

2 44 

254 44 

140 

90 00 

101 00 


132 00 

160 00 

825 

2 “ 

8 44 

170 

105 00 

118 00 


154 00 

190 00 

826 

2 •• 

854 44 

220 

120 00 

184 00 


176 00 

220 00 


BRASS JACKET TUBULAR WELL POINTS 

Fig.6ie» 



Trade 

No. 

Size 

.. 

Length 

Jacket 

Holes 

PRICES BY THE DOZEN 

No. 60 

Gauze 

No. 70 

Gauze 

’ No. 80 
Gauze 

No. 90 
Gauze 

No. 100 
Gauze 

73 

1 

In. 

EIE535 

18 inch 

70 

34 00 

40 00 

45 00 

60 00 

55 00 

75 


“ 

86 

•• 

18 

“ 

70 

38 00 

44 00 

50 00 

56 00 

66 00 

7554 


44 

36 


24 

44 

100 

43 00 

49 00 

65 00 

62 00 

77 00 

77 



42 

44 

24 

44 

100 

47 00 

54 00 

60 00 

68 00 

82 00 

• 7754 



42 

<1 


tt 

120 

52 00 

59 00 

65 CO 


93 00 

79 


44 

48 

«* 


tt 

120 

56 00 

63 00 

1 1 lim 


98 00 

7954 



48 

(* 

36 

tt 

140 

61 00 

68 00 

^BTTuB 


109 00 

81 



54 

*« 

36 

44 

140 


73 00 


92 00 

114 00 

8154 



54 


42 

tt 

160 

70 00 

78 00 

uB 

98 00 

125 00 

83 


“ 

60 

tt 

42 

ti 

160 

74 00 

82 00 

rim 

BT£WyB 

130 00 

117 

ltf 


80 

tt 

18 

tt 

100 

41 00 

49 00 

57 00 


85 00 

118 

m 


36 

tt 

24 

tt 

125 

51 00 

60 00 

68 00 



119 

m 

« 

42 

tt 

24 

tt 

125 

66 00 

65 00 

73 00 

85 00 


122 

f 


42 

tt 


tt 

150 

61 00 

71 00 

80 00 

95 00 


128 . 


•* 

48 



tt 

Hi 

66 00 

76 00 

85 00 

Bft'lVB 

125 00 

126 

IK 


48 

44 

36 

tt 

175 

71 00 

82 00 

92 00 

■iblAB 

140 00 

127 

18 


54 

44 

86 

tt 

175 

76 00 

87 00 

97 00 

115 00 

145 00 


m 


54 

44 

42 

tt 

;Hj1 

81 00 

92 00 

104 00 

125 00 

160 00 


m 


ir;ii 

44 

42 

tt 


86 00 

98 00 

110 00 

130 00 

170 00 

132 

1 u 


Irfl 

44 

48 

tt 

225 

91 00 

104 00 

116 00 

140 00 

180 00 

142 

lik 

tt 

<*8 

44 

86 

tt 

175 

80 00 

91 00 

102 00 

120 00 

150 00 
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SPECIAL CISTERN FORCE PUMPS 


WITH BRASS CYLINDER 
AND PATENT RUBBER VALVE SEAT 
Fig. 518 Fig. 518 



The above cuts represent our new Cistern Force Pumps with Brass Cylinder 
They will be found useful in elevating water to Bathroom, Tank or any part of the 
House by running pipes from the back outlet. We furnish this Pump with eithei 
Plain or Cock Spout and with or without Air Chamber. The long swinging Ful¬ 
crum which is attached to the Base relieves the joints of the Pump from unequal 
strain common to the ordinary Cistern Force Pumps. These Pumps can be fitted 
for Lead or Iron Pipe, but always furnished for Iron Pipe unless otherwise ordered. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Fig. 

Size Cyt. 

Suction Fitted 

For 

Stroke 

Cipher 

•Spout 

.Price 

518 

518 

519 
519 

8 inch 

8 “ 

8 “ 

8 •* 

l^nchPTpe 

iff " - 

6 inch 

0 •• 

0 M 

0 •• 

Endogen 

Endocarp 

Endoderm 

Enfilade 

Plain 

Cock 

Plain 

Cock 

8 SO 
1100 

10 00 
1280 


• In ordering always state style of sponL For Nickel-plated Cylinders add 1.00 to list. 


N« IL—Alphabetical Index is in front, and Figure Index in back, of Catalogue, 
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IMPROVED HAND FORCE PUilPS 

WITH PATENT RUBBER VALVE SEAT AND BACK OUTLET* 
FOR DOMESTIC USE 


Vlf.814 FIS. 515 



The Pumps illustrated above are especially adapted for House Tank Service. 
Fig. 515 should be selected for such use, making connection to Tank or Bath Room 
from the back outlet—which is fitted for 1 inch pipe. The Spouts are fitted to con* 
nect with 1 inch Hose Couplings. 

These Pumps have the suction, like Pitcher Spout Pumps, fitted for both Iron 
and Lead Pipe. The movable link Fulcrum with Rod guide gives a direct and 
smooth vertical motion to the piston rod and avoids an uneven wearing of the 
plunger and stuffing-box. The top may be revolved so as to use the Pump right or 
left handed. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 
to 16. 


SIZES AND PRICES 


Fig. 615. 


fitOitl 

S5. 

lUaMf 


No. 


Size Cyl* 


i#:: 


Suction for 
Pipe 


1 in. 
IK “ 
l " 
IK " 


Discharge for 
Hose 


fin. 


| Fig. 514. 











8 

9 

10 

11 
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THE “NEW ERA 99 

DOUBLE-ACTING HOUSE FORCE PUMP 

WITH PATENT RUBBER VALVE SEAT 
PLAIN SPOUT AND DISPLACEMENT PLUNGER 

Fig. 040 



Fig. 540* the Pump illustrated by the above engraving, is becoming very 
popular for house use in pumping from cisterns and shallow wells where the water 
is within easy vertical suction distance. The back outlet allows of discharging 
into a tank, and when used in this way the Pump shown on next page is prefer¬ 
able. This Pump is made in two sizes with 3 and Sj4 inch cylinder respectively. 
The spout is fitted with J^-inch hose connection. The cylinders are brass and 
brass-lined as listed below. The air chamber surrounds the tipper cylinder and 
in other ways the construction is such as to give the greatest efficiency. For de¬ 
scription of Rubber Valve Seat see page preceding Cylinders . * 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size CyL 

Suction 
Fitted for 

Stroke 

BRASS-LINED CYL.. j 

BRASS CYLINDER 

Cipher 

Price 1 

Cipher 

Price 

2 

8 inch. 

l^-in. pipe. 

3U in. 

Earless 

8 50 

Eagle 

9 50 

8 

354 “ 

3$ “ 

Earlock 

10 00 

Eaglet 

11 50 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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THE “NEW ERA" 

DOUBLE-ACTING HOUSE FORCE PUMP 

WITH PATENT RUBBER VALVE SEAT 
COCK SPOUT AND BACK DISCHARGE OUTLET 

Fig. 544 



Fig* 54} is like Fig* 540 on preceding page, except that it has a stop cock 
on spout, and with the back outlet the Pump admits of using to the best adyan- 
tage in house tank service. 

As a Plumber’s Tank Force Pump of medium capacity, the New Era cannot 
be surpassed. Fig* 544 is made in the same sizes as Fig* 540, and the general 
construction, of course, is the same, the principal difference being in the Cock 
Spout The hose connection on spout is very convenient for watering gardens 
and for fire protection. For description oj Rubber Valve Seat see page preced¬ 
ing Cylinders. The back outlet is threaded for i-inch Pipe. 

. Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


□ 

Size Cyl. 

Suction 
Fitted for 

Stroke 

| BRASS LINED CYL. 

BRASS CYLINDEB 

Cipher 

Price 

Cipher 

Price 

m 

8 in. 

IK in. 

314 in. 

Eagless 

10 50 

Easterly 

11 50 

H 

3 A “ 

l'A “ 

3 % “ 

Earwig 

12 00 

Ebbing 

13 50 


In Telegrams use Cipher Words Designating Fnmps—See Code, pages 4 and 5. 
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THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED HAND FORCE PUMP ON BASE 

WITH ADJUSTABLE LEVER AND BRASS PISTON-ROD 
Fig. 50* 



The Cylinder or Working Barrel of Fig. 502 is in the stock of the Pump. It is provided 
with a substantial Base, a Brass Piston-rod and Adjustable Lever; and has a Stuffing-Box, which 
gives it the power of forcing water. When required with an Air Chamber see Figs. 504 to 512 
on following pages. This Pump is made with Brass Valve Seat and coupling below the Base 
fitted for both Lead and Iron Pipe. All parts are made to exact gauges, and repairs will always 
fit. To prevent freezing, the Lever should be raised to its extreme height, which trips the Valves 
and allows the water to escape from the Cylinder. The Pump should be located a vertical 
distance from the water, not over 25 feet. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRt^ES 


No 

Size Cyl. 

Fitted for Suc¬ 
tion and Dis¬ 
charge Pipe 

Stroke 

IRON 

BRASS LINED 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2 inch 

1 y K inch 

6 inch 

Eager 

8 00 

Echinite 

10 00 

Earthen 

13 59 

2 

2K “ 

IK “ 

6 “ 

Eagerly 

9 50 

Editorial 

12 00 

Earthly 

14 0(1 

3 

3 “ 

IK “ 

6 “ 

Earldom 

11 00 

EfTront 

14 00 

Earthquake 

15 00 

4 

VA “ 

IK “ 

8 “ 

Earnest 

17 00 

Elephant 

22 00 

Earthwork 

24 00 

5 

4 

2 

8 “ 

Earnestly 1 18 00 

Embattle 

26 00 

Easel 

31 00 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED HAND FORCE PUMP ON PLANK 


WITH ADJUSTABLE LEVER AND BRASS PISTON-ROD 
PI*. 508 



Fig. 603 la a Force Pump similar in every respect to Fig. 602, described on the preceding 1 
page, except in the matter of the Brackets attaching it to a Plank, and in the Flange at the 
bottom of the Cylinder, which adapt this Pump for attaching to the wall. 

It is arranged for both Lead and Iron Pipe, has a Brass Valve Seat, and is in every way well 
constructed. To prevent freezing, raise the Lever to the extreme height. 

In locating this Pump, it should not be placed more than 25 feet vertically from the water. 

Rnles and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

Suction and Dis¬ 

charge Fitted 
for Pipe 

Stroke 

IRON 

BRASS LINED 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2 

inch 

1# inch 

6 inch 

Ebrious 

El 

Embroil 

10 00 

Echo 


2 

2% 

“ 

1* “ 

6 “ 

Ebulition 

950 

Empale 

12 00 

Echoed 

■ gfnl 

8 

8 

«« 

* 

6 “ 

Eccentric 

■ig»m 

Emulgent 

14 00 

Echoing 

nfiaun 

4 

3X 

«• 

1 % “ 

8 “ 

Ecclesiast 

BE 

Encounter 

22 00 

Echoless 


6 

4 

«« 

2 “ 

8 “ 

Echinus 


Enlock 

26 00 

Eclat 



la Telegrams ate Cipher Words Designating Pumps—See Code, pages 4 and L 
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THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED HAND FORCE PUMP ON BASE 

WITH ADJUSTABLE LEVER AND BRASS PISTON-ROD 
UPWARD DISCHARGE 


Fig. 504 



Fig. 504 is similar to Fig. 502, with the addition of an Air Chamber with 
upward discharge. 

Fig. 504 is arranged for both Lead and Iron Pipe. In all its working parts it 
is the same as Figs. 502 and 503. Freezing may be prevented by raising the Lever 
to its extreme height. The Cylinder of the Pump should not be more than 25 feet 
vertically from the water. This Pump is very convenient for Tank use, and is 
largely used by plumbers. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. _ 

SIZES AND PRICES 



N. B.—Alphabetical Index Is in front, and Figure Index In back, of Catalogue. 
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IMPROVED HAND FORCE PUMP ON PLANK 

WITH ADJUSTABLE LEVER AND BRASS PISTON-ROD 


UPWARD DISCHARGE 
Fig. S05 



Flo. 505 is similar to Fig. 504 in its essential parts. It is bolted to a Plank 
Instead of a Base, as shown and fitted for both Lead and Iron Pipe. To prevent 
freezing, raise the Lever to its extreme height. The Pump should not be located 
more than 25 feet above the water to insure its successful operation. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. Size Cyl, 



In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 0. 
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THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED HAND FORCE PUMP ON BASE 

WITH ADJUSTABLE LEVER AND BRAS8 PI8TON-ROD 
UPWARD DI8CHARGE 


FI* 508 



The Pump illustrated above is the same as Fig. 504, with a Cock Spout on the 
side discharge. Fig. 508 is adapted for use under the same conditions as Figs. 
504 and 505, and will be found even more convenient than those Pumps. The 
spout of Fig. 508 is threaded for Hose Coupling, which makes it very convenient 
for fire protection and other purposes for which such a Pump may be used. For 
tank use Figs. 508 and 509 are in greater demand than any other of our Hand 
Force Pumps. 

Freezing is prevented by raising the Tever to its extreme height. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. _ 

SIZES AND PRICES 


I Fitted for Suc-I 

Size Cyl. tion and Dis- I 


1 2 in. 
* 254 “ 

8 8 “ 


| IRON | 

Cipher 

Pi ice 

Elfin 

11 00 

Elfish 

12 50 

Elicit 

14 50 

Elicited 

2150 

Elide 

22 50 


| BRASS LINED 

Cipher 

Price 

Enibay 

Embrtw 

Enibroglio 

Embryo 

Emolument 

13 00 
15 00 
17 50 
26 50 
30 50 



V. B.—Alphabetical Index Is In front, and Figure Index in bee] 
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IMPROVED HAND FORCE PUMP ON PLANK 

ADJUSTABLE LEVER AND BRASS PISTON-ROD 
UPWARD DISCHARGE 
Fig. SOS 



Fig. 809, illustrated by the above cut, is similar to Fig. 605, having a spout with Cock 
threaded for Hose Coupling, which adapts it for using Hose. It differs only from Fifl. 608 by 
being placed on a plank instead of having a base. It has, in common with all the Hand Force 
Pumps of this class, a Brass Valve Seat and Coupling for both Lead and Iron Pipe. 

To prevent f reezing, raise the Lever to its extreme height. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 
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THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED HAND FORCE PUMP, 

ON BAS8 

WITH AIR CHAMBER, ADJUSTABLE LEVER, AND BRASS PISTON-ROD 
WITH SPOUT AND TIGHT CAP 

Fig. 510 



This Pump is similar to Fig, 508, in that it is provided with a spout threaded 
for hose coupling on side discharge; the spout, however, is without a stop cock, 
as in Fig, 508 ; and a tight cap is placed on the upward discharge. If desirable 
to use the upward discharge, the spout can be removed and the cap placed on 
the side discharge. This Pump is adapted for both Lead and Iron Pipe, and is 
provided with Brass Valve Seat. To prevent freezing, the lever should be raised 
to its extreme height- 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

SIZES AND PRICES 


No. 

Size Cyl. 

mm 

Stroke 

IKON 

BRASS LINED 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2 inch. 

134 in. Pipe 

6 inch 

Embark 

9 60 

Emergent 

11 60 

Ember 

14 00 

2 

2^ “ 

134 “ 

6 *' 

Embarrass 

10 00 

Emenl 

12 50 

Embezzle 

15 00 

3 

3 “ 

134 “ 

6 “ 

Embassy 

12 00 

Embush 

15 00 

Emblaze 

16 00 

4 

3'A “ 

1J? “ 

8 “ 

Embed 

18 00 

Emend 

23 00 

Emblazon 

25 00 

5 

4 “ 

2 “ 

8 “ 

Embellish 

20 60 

Emesis 

28 50 

Emblem 

32 00 


N. B t —Alphabetical Index is in front, and Figure index in bach, of Catalogue, 
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IMPROVED HAND FORCE PUMP, 

ON PLANK 

AIR CHAMBER, ADJUSTABLE LEVER, AND BRASS PISTON-HOD 
WITH SPOUT AND TIGHT CAP 

Fig. 511 



Fig# 511, represented by the above cut, is similar in its essential parts to Fig. 510. It it 
placed on a plank so that it can be fastened to the wall or to a post. In Fig. 511, the base (as 
m Fig. 510) is replaced by a flange, bolted to the stock or Cylinder of Pump; this retains the 
Brass Valve Seat and Lead or Iron Pipe Coupling. 

This Pump should not be placed more than twenty-five feet above the water. Freezing is 
prevented by raising the lever to its extreme height. 

Buies and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

Suction and 
Discharge 
Fitted for 

Stroke 

IKON 

BRASS LINED 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 

2 inch 

154 in. Pipe 

6 inch 

Emerald 

9 50 

Emetic 

11 50 

Eminence 

14 00 

2 

WVWM 

1* “ 

6 44 

Emerge 

10 00 

Emetine 

12 50 

Eminent 

15 00 

3 

BxB# 

154 “ 

6 “ 

Emergency 

12 00 

Emew 


Eminently 

16 00 

4 

K&Sh 

1% 44 

8 44 

Emigrant 

18 00 

Emicant 

E>jTffn 

Emissary 

25 00 

6 

ua 

2 44 

8 44 

Emigrated 

20 50 

Embow 

kM 


32 00 


In Telegrams use Cipher Words Designating Pomps —See Code, pages 4 and 5. 
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_ THE DEMING CO MPANY, SALEM, OHIO. 

IMPROVED HANty FORCE PUMP ON BASE 

WITH WIND-MILL TOP; AjHt CHAMBER AND COCK 8POUT 

FI* 480 



This Pump may be need in connection with a Wind-Mill, or wherever power can be appfled. 
'A is also arranged for hand, which in many cases will be found convenient. When used in cold 
climates, freezing may be prevented by raising the Lever to its extreme height, which trips the 
Valves and allows the water to escape from the Cylinder. Fig. 430 has Brass Valve Seat, Brass 
Cased Piston-rod, Coupling for Iron Suction Pipe, and Spout threaded for Hose Coupling. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 18. 


8IZES AND PRICES 


No. 

SizeCyl. 



IRON 

BRASS LIKED 

♦brass cyl. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

T~ 

2% inch. 

1% inch. 

6 inch. 

Enrapture 

EE] 

Endark 

17 00 

Enrobing 


3 

3 “ 

IK “ 

6 “ 

Enrich 

18 BO 

Endive 

19 00 

Enrollea 

21 50 

4 

3H “ 

1% “ 

8 “ 

Enriched 


Endoss 

27 50 

Ensconce 


5 

4 “ 

2 “ 

8 " 

Enrobe 

Fulfil 

Endure 

30 50 

Ensemble 

eo 


f Fitted for other sizes of Pipe, but always as listed, unless otherwise ordered. 

♦The Brass Pumps are all Brass, except Air Chamber, Lever, Fulcrum and Base. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Onfalilg—i 
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IMPROVED HAND FORCE PUMP ON PLANK 

WITH WIND-MILL TOP, AIR CHAMBER AND COCK 8POUT 
FI*. 481 



Fig. 431 Is Identical with Fig. 430 on the opposite page, both in adaptation and construction. 
It Is made with Brackets and bottom attachment instead of Base, and is fastened to a Plank 
whfch is always furnished with the Pump, unless ordered without 

The Cylinder being In the stock of Pump makes it necessary to trip the valves by raising 
the Lever to its full height in order to prevent freezing. 

Roles and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZE8 AND PRICES 




t Suction and 
Discharge Pipe 
Fitted for 

Stroke. 

IRON 

BRASS LINED CYL. 

♦BRASS CYL. 


Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

2 

8 

4 

5 

139 

V/ K inch. 

1^ “ 

2 “ 

6 inch. 
6 “ 

8 “ 

8 “ 

Enslaving 

Ensnare 

Ensue 

Entail 

14 50 
16 50 
24 00 
26 00 

Enduring 

Engraft 

Engrail 

Enlard 

H 

Entailed 

Entailing 

Entangle 

Entertain 

■ 


f Pitted for other sizes of Pipe, but always as listed, unless otherwise ordered. 
♦The Brass Pumps are all Brass, except Air Chamber, Lever, Fulcrum and Base. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 0* 
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THE DEMING COMPANY, SALEM, OHIO. 


THE "TORRENT” 

DOUBLE-ACTING FORCE PUMP ON BASE 


WITH WIND-MILL TOP 

Fiff. 480 



Fig. 480, our new Double-acting Force Pump on Base, the “Torrent, 0 2s ar¬ 
ranged to operate by hand or attach to Wind Mill or other Power. The peculiar 
construction and arrangement of the Valves and Water-Ways make it the easiest 
working and most efficient Double-acting Pump on the market, and its lifting 
capacity is the greatest of any Pump we manufacture. 

The Valves and Seats are made of Brass. The Valves can be removed and re¬ 
placed by simply detaching the Face Plate of the Valve Case. This Pump is 
especially adapted for Wind Mill, Factory or Railroad use. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICE8 


No. 

Sire Cyl. 

Suction and 
Discharge Pipe 
Fitted for 

Stroke 

j IRON 

| BRASS CYL. 

♦brass 

Cipher 

Price 1 

Cipher 

Price | 

Cipher 

| Price 

IT 

4 

2*4 inch 
3 “ 

1 Vk inch 

1H “ 

6 inch 
6 “ 

Entire 

Entirely 

25 00 
30 00 

Entitle 

Entitled 


Entity 

Enomb 

EE1 

■ itllUl 


* In the Brass Pumps all parts coming in cont£ ct with the liquid are made entirely of Brass. 


* N. Tli i ■ Alphabetical Index Is in front, and Figure Index in back, of Catalogue. 
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THE “TORRENT” 

DOUBLE-ACTING FORCE PUMP ON PLANK 


WITH WIND MILL TOP 
Fig. 481 



Fig. 481, ••Torrent,** Double-acting Force Pump with Brackets, attached to a 
Plank. In mechanical construction the working parts are identical with Fig. 480 
on the preceding page. As in all our Pumps, parts are made to exact gauges so 
that repairs will always fit. 

Both Figs. 480 and 48i have Drip-Cocks for draining the Pumps to prevent 
freezing. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

Suction and 
Discharge 
Fitted for 

Stroke 

IRON | 

1 BRASS CYL. 

•brass 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

2 

4 

2X In. 

8 “ 

1# inch Pipe 
1% “ 

6 in. 
6“ 

Entomic 

Entomical 

25 00 
30 00 

Entrails 

Entrance 

40 00 
45 00 

Entrap 

Entrapped 

50 00 
eooo 


•In the Brass Pumps, all parts coming in contact with the liquid are made entirely of Brass 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5, 
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THE DEMING COMPANY, SALEM, OHIO. 


"NEW YORK” BRASS 

LIFT AND FORCE PUMPS ON IRON FRAME 


FI* MS Fl«. Mil Vlf.M 



The Pumps illustrated above are designed for use in Flat and Tenement Build¬ 
ings where the city water pressure is not sufficient to carry the water to the upper 
stories at all times. They are usually connected to the regular Plumbing System. 
When pressure is sufficient water will pass through the Pump without operating 
them and when pressure is low the water may be lifted with the Pump. Flfl. 548 
has a Swivel Fulcrum Lever and may be operated at any angle from the Pump. 
Figs. 558 and 559 have Adjustable Fulcrums and may be used either right or left 
handed. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


8IZE8 AND PRICES 


Fig. 

Size of Cyl. 

Suction Fitted For 

Discharge Fitted For 

Cipher 

Price 

558 
548 

559 

2 inch 

2 " 

2 “ 

1 inch Lead Pipe 

^ «t «* ti 

2 M 44 44 

% inch Lead Pipe 

*7 a t* tt 

U «« 4* 44 

■El 

Hi 


N. B.—Alphabetical Index ii in front, and Figure Index in back, of Catalogued 
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IMPROVED HOUSE 
FORCE PUMP ON PLANK 

RIGHT Oft LEFT HANDED. WITHOUT AIR 
CHAMBER 

PI*, mo 

Fig. 520 has a Brass Piston-Rod with Pitman 
and guide. The Lever is furnished for either 
right or left hand, but is always arranged right 
handed, unless otherwise ordered. These Pumps 
are made with Brass Suction Coupling for Lead 
or Iron Pipe; they are mounted on a hand¬ 
some plank and present a fine appearance. 
Fig. 520 can be used were the water is not over 
25 feet below the Pump Cylinder. 

In forcing water a long distance, or to a con¬ 
siderable height, Figs. 521 and 524 are prefer¬ 
able, as the Air Chamber assists the working of 
the Pump. 

Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Size 

Cyl. 

f Fitted for Suction 
and Discharge 
Pipe 

Stroke 

IRON 

BRASS CYL. 

* BRASS 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

2 in. 
2% “ 

i H 

IV 

1 in 

8: 
1 X ‘ 

1 x • 

1 

7in. 

7 “ 

7 “ 

7 “ 

7 “ 

7 4 ' 

Ephemeral 

Epidemic 

Epidermal 

Epidemy 

Epigene 

Epigram 

14 0» 

15 00 

15 75 

16 50 
20 00 
22 00 

Epigraph 

Kpilepsy 

Epigraphist 

Epileptic 

Epilogue 

Epiphany 

18 00 
20 00 
21 00 
22 00 
25 00 
82 00 

Episcopacy 

Episcopal 

Episodical 

Episode 

Epistle 

Epistolize 

26 00 
30 00 
33 00 
35 00 
40 00 
47 00 


1 Fitted for other sizes Pipe, but always as listed, unless otherwise ordered. 

The Brass Pumps are all Brass, except Lever, Fulcrum, Rod Guide and Discharge Funnel. 
Furnished with Metallic Valves, for pumping hot water when so ordered, at an additional 
•oat. Furnished without plank at $1.00 less list. 


In Ttfegnuni use Cipher Words Designating Pumps—See Code, pages 4 and A 
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THE DEM1NG COMPANY, SALEM, OHIO. 



IMPROVED HOUSE 
FORCE PUMP ON PLANK 

RIGHT OR LEFT HANDED, WITH AIR 

CHAMBER. UPWARD DISCHARGE 

vis. SSI 

Fig. 521 is' the same in construction as Fig. 
520, with the addition of an Air Chamber with 
upward discharge. In forcing to a great height, 
the Air Chamber is an advantage, as it assists 
the working of the Pump, and causes the dis¬ 
charge of a steady and continuous stream of 
water, relieving the Pump of any sudden strain 
or concussion. 

Fig. 52i is a popular style of Pump for house 
plumbing jobs, where a discharge to the Tank 
only is necessary. It is furnished with Brass 
Valve Seat, and fitted for both Lead and Iron 
Pipe. 

Rules and Tables for Capacity, Required 
Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Size Cyl. 

f Fitted for Suc¬ 

tion and Dis¬ 
charge Pipe 

Stroke 

IRON 

BRASS CYI». 

♦BRASS 

Cipher 

Price 

Cipher 

Price 
21 00 

23 00 

24 00 

25 00 
28 00 
35 00 

Cipher 

Price 

2 inch 
2K “• 
§*:: 
s y t “ 

8« “ 

1 inch 

IK “ 

IK “ 

IK “ 

IK “ 

IK “ 

7 inch 
7 “ 

7 “ 

7 “ 

7 “ 

7 “ 

Epithet 

Epitome 

Epitrite 

Epitomist 

Epitomize 

Epizootic 

| 

Equable 

Equal 

Equally 

Equality 

Equalize 

Equate 

Equation 

Equator 

Equerry 

Equatorial 

Equestrian 

Equiform 

28 00 
82 00 
35 00 
37 00 
43 00 
50 00 


1 Fitted for other sizes Pipe, but always as listed, unless otherwise ordered. 

The Brass Pumps are all Brass, except Lever, Fulcrum, Rod Guide and Air Chamber. Brass 
Air Chamber furnished for additional cost of ma' erial only. Furnished with Metallic Valves for 
hot water, when so ordered, at an additional cost. Furnished without plank at $1.00 




N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue* 
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SALEM;)! 


IMPROVED HOUSE 
FORCE PUMP ON PLANK 


RIGHT OR LEFT HANDED, WITH 


AIR CHAMBER. DOUBLE DISCHARGE 


This Pump is in all respects the 
same as Fig. 521, with the exception 
that a Cock Spout for side discharge is 
added. The water in the Tank may 
be drawn direct therefrom by means 
of the Cock, and when using the Cock 
Spout for pumping direct, the upward 
discharge may be cut off by a Service 
Cock above the Air Chamber. 

Furnished with Brass Valve Seat 
and Brass Coupling below the Base 
for both Lead and Iron Pipe. 

Rules and Tables for Capacity } 
Required Power and Speed of Pumps, 
pages 11 to 16. 


No. SizeCyl. 

tSuction and 

Stroke 

iRor< 


BRASS CYL. 

*BRASS 

Discharge 
Fitted for 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 2 in. 

1 in. Pipe 

7 in. 

Erect 

18 50 

Ermine 

23 50 

Erudite 

33 00 

2 2% “ 

l\i “ 

7 “ 

Erected 

19 50 

Erotic 

25 50 

Erudition 

37 00 

s 2 y K » 

IK “ “ 

7 “ 

Erecting 

20 25 

Erotical 

26 50 

Ei uditely 

40 00 

4 3 “ 

IK “ “ 

7 “ 

Erection 

21 00 

Errand 

27 50 

Eruption 

4 2 00 

5 “ 

“ “ 

7 “ 

Erector 

25 60 

Errantry 

30 50 

Eruptive 

48 00 

6 3J4“ 

lfc “ 41 

7 “ 

Ergot 

27 50 

Erratic 

37 50 

Escalop 

55 00 


f Fitted for other size Suction and Discharge Pipe, but always as listed unless otherwise 
specified. 

* The Brass Pumps are all Brass, except Dever, Fulcrum, Rod Guide, Air Chamber and Cock. 
Furnished with Metallic Valves for pumping hot water, when so ordered, at an additional cost. 
Brass Air Chamber and Brass Cock furnished, when ^ordered, at an additional cost. Fig. 524, 
without plank, $1.00 less list. 

Fig. 524, without Cock Spout, Straight Discharge, $1.50 less list. 


In Telegrams use Cipher Words Designating Pumps —See Code, pages 4 and ft. 
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DOUBLE-ACTING 
HOUSE FORCE PUMP ON PLANK 

RIGHT OR LEFT HANDED. WITHOUT AIR 
CHAMBER 

Flf.841 

Fig. 541 is a Double-acting Suction and Force Pump 
without Air Chamber. It is mounted on a Plank and 
has a Reversible Lever and Fulcrum, so that it can be 
changed from right to left hand. It is an excellent 
Pump for use where a continuous stream of water is 
required. Fig. 542, shown on the next page, is, on 
account of having an Air Chamber, better adapted for 
forcing the water to a great distance. 

In ordering Pump with Metallic Valves, by telegraph, 
the Cipher word for the complete Pump should bo 
written (for Iron or Brass Cylinder), then the Cipher 
word for Metallic Valves. 

Rules and Tables for Capacity, Required Power rad 
Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

fSuction and 
Discharge 
Pipe 

Fitted for 

Stroke 

IRON 

BRASS CYL. 

* METALLIC VALVES 
FOR IRON OR 
BRASS CYL. 




Cipher 

Price 

Cipher 

Price 

Cipher 

Net 

extra 

~7 

2 

8 

4 

5 

6 

2# inch 
254 “ 

8 “ 

8}4 44 

4 

454 “ 

1K inch 

154 “ 

2 44 

2 “ 

254 “ 

7 inch 
7 “ 

7 “ 

7 “ 

7 44 

7 * 4 

Escapade 

Eschew 

Escort 

Escritoire 

Espionage 

Espousal 


Esquire 

Essayist 

Essence 

Establish 

Esteem 

Esteemed 


Estrange 

Etcher 

Etching 

Eternal 

Eternity 

Ethereal 



fFitted for other sizes Suction and Discharge Pipe, butalways as listed, unless otherwise ordered. 
* The Metallic Valves are necessary where the Pump is used for hot water. The prices given 
for Metallic Valves are net extra over net price of either the Iron or Brass Cylinder Pumps. 
Pig. 541, without plank, $1 00 less list 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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DOUBLE-ACTING 
HOUSE FORCE PUMP ON PLANK 

RIGHT OR LEFT HANDED. WITH AIR CHAMBER 
DOUBLE DISCHARGE 

FI*. S4* 

Fig. 542 is the same as Fig. 541, on the preceding 
page, with double discharge Air Chamber added. 
The Air Chamber is an assistance in working the 
Pump, where the water is forced through Hose or to a 
great distance. Brass Cylinder Pumps will be fur¬ 
nished with Brass Air Chamber when specially ordered, 
at a price to cover the additional cost of the material 
only. 

The Metallic Valves arc necessary where the Pump 
is to be used for hot water. 

In ordering Pump with Metallic Valves by tele¬ 
graph, the Cipher word for the complete Pump should 
be written (for Iron or Brass Cylinder), then the 
Cipher word for Metallic Valves. 

Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICE8 


No. 

Size 

Cyl. 

f Suction and 
Discharge 
Fitted for 

Stroke 

IRON 

BRASS CYLINDER 

•metallic valves 

FOR IRON OR 
BRASS CYLINDER 


Cipher 

Price 

Cipher 

Price 

Cipher 

Net 

extra 

1 

2 K 

in. 

1# inch Pipe 

7 inch 

E herize 

16 00 

Etymology 

26 00 

Euphonic 

175 

2 

28 

u 

iy “ 

7 “ 

Ethical 

19 00 

Eucharist 

31 00 

European 

2 25 

3 

8 

«t 

1 % “ 

7 “ 

Ethics 

23 50 

Euchre 

42 00 

Euterpe 

3 00 

4 


it 

2 “ 44 

7 " 

Ethnology 

28 50 

Eulogize 

73 00 

Euterpean 

4 25 

5 

4 

44 

2 

7 “ 

Etiquette 

42 00 

Eulogy 

98 00 

Evacuate 

600 

6 

4 % 


2 % “ 

7 “ 

Etruscan 1 

55 00 

Euphony 

141 00 

Evade 

8 00 


f Pitted tor other sizes of Suction and Discharge Pipe, but always as listed, unless otherwise 
ordered. 

* Prices given for Metallic Valves are net extra, over net price of either Iron or Brass Cylinder 
Pumps. 

Ing. 542, without side discharge on Air Chamber, at same price. Without plank, $1.00 less list. 
In Talegrams use Cipher Words Designating Pumps*—See Code, pages 4 and ff. 
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THE 44 PARAGON 99 

TWO-CYLINDER BRASS FORCE PUMP 

. FOR HOUSE, SHIP AND FACTORY USE 
UPWARD DISCHARGE 



lift. SIS 


Fig. 612 represents a Two-Cylinder Double-acting 
Pump. The Cylinders, Air Chamber, Piston-rods and 
all other working parts of the Pump are made of Brass. 

This Pump, for House use, can be placed under the 
Sink, out of the way; and is a favorite Pump for domestic 
purposes. 

To prevent freezing, Drip-Cocks are provided, so that 
the water can be drained off in cold weather. 

Rules and Tables for Capacity, Required Power and 
Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

* Suction Pipe 
Fitted for 

♦Discharge Pipe 
Fitted for 

Capacity per 
Revolution 

Cipher 

1 

2 inch 

IV inch 

1 inch 

.2 gallon 

Excelled 

2 

2% “ 

1 * “ 

w “ 

.8 14 

Excelling 

8 

8 “ 

VA “ 

i Ya “ • 

.5 “ 

Exception 


* Fitted for either Lead or Iron Pipe, as ordered. Fitted for other sizes Suction and Dis> 
charge Pipe, but always as listed, unless otherwise specified. 


K, B, —Alphabetical Index is in front, and Figure Index in back, of Catalogue* 
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THE NEW “PEERLESS” COQ-LEVgR PUMPS 


FOR DRILLED WELLS AND WITH THREE-WAY DISCHARGE VALVE 
♦FOR BOTH WINDMILL AND.HAND US# 


Fig:. 452tf 
For Drilled Wells 



V Fig.453$4 

Figs. 4521/2 and 453* Wh>way Discharge Valve 


Figs. 452>£ and 453>£ are 
the same respectively as our 
two windmill “Peerless” 
pumps, Figs. 452 and 453, ex¬ 
cept that these pumps have 
the cog-lever windmill top 
instead of the plain windmill 
top. All “Peerless” pumps 
are fitted with strainer and 
hose attachment. 

All*‘Peerless” pumps have 
the Deming patent brass 
valve cage and seat that 
prevents corrosion and in¬ 
sures durability and perfect 
valve action. 

*A11 the “Peerless” wind¬ 
mill pumps with cog-lever 
are so constructed that the 
removal of one pin changes 
them from a hand to a wind¬ 
mill pump. 

Special booklet illustrating 
full line of “ Peerless ” Pumps 
including above and two other 
new Cog-lever Pumps, twelve 
styles in ally furnished on 
application. Part of the line 
shown on pages 44 to 47. 


SIZES AND PRICES 


No. 

Diam, 

Lower 

Cylin. 

Fitted 
for Pipe 

Stroke 

Will go in 
Drilled 
Wells 

Ejo 

** 

eg 

2 

2% in 

VA in. 

6in. 

3^in. 

$18.50 

$21.50 

4 

.3 “ 

1 v> " 

6 " 

4 “ 

18.50 

21.50 

Sp'l 

2 Vi in. 

\Wa in. 

6in. 

3 in. 

19.00 




Digitized by Google 



140-B 


THE DEMING COMPANY, SALEM, OHIO. 


SPECIAL ADJUSTABLE 
STANDARD LIFT AND FORCE PUMPS 


Fig. 188—Lift Pump 


Fig. 184— Force Pump 



The illustrations represent our latest 
designs in lift and force pumps, the con¬ 
struction permitting of adjustment to any 
desired position. They can be used in 
either open or drilled wells. The base being 
cup shaped will fit over the top of any size 
casing up to six inches in diameter. 

Fig. 184 is a double-acting pump, being 
furnished with a differential plunger which 
causes a continuous flow of water from the 
spout. 

We furnish these pumps with cylinders 
sufficiently long to give full 6 inch stroke, 
either in iron, brass-lined or brass tube, 
capped inside or outside, as desired. 

Rules and Tables for Capacity are in 
front of catalogue. 


SIZES AND PRICES 



Fig. 

Size Cyl. 

Fitted 

for 

Pipe 

Iron-Cylinder | 

Brass-limd Cyl. | 

Brass Cyl. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

183 

184 

3 inch 

3 “ 

Wk in. 
\V\ in. 

Bezan 

Bezant 

9 i0 

14 00 

Bezantler 

Bezoar 

11 50 

16 50 

Bezonian 

Bezzle 

13 00 

18 00 


The above pumps are furnished with 2 l A inch diameter cylinders, when desired, at the same 
€ Pumps Illustrated and Listed above have Brass Valve Seats. 
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IMPROVED WELL PUMPS 

FOR SHALLOW AND DEEP WELLS 


Fig. 188 

For Open and Tubular Weils 



Fig. 188 is our new Well 
Pump Top and Base for Tubu¬ 
lar Wells; it can be used also 
for open wells with 2-inch pipe 
for the standard, connecting by 
reducer to Cylinder. This ad¬ 
justable outfit can be adapted 
for ordinary size Cylinders car¬ 
ried in stock. The crosshead 
at top is tapped to take a flat rod 
for use with Windmill Top. 

This Standard Top with Base 
is made in two sizes with 6-inch 
and 10-itich stroke respectively, 
and both sizes are fitted for 2- 
inch pipe as indicated by dotted 
lines. 

Fig. 392 represents a pump 
like our “Leader’* type, but 
with Windmill Top. 

We make it only in the popu¬ 
lar size with 3-inch Cylinder, 
Iron, Brass lined and Brass tube 
as ordered according to price 
list below. 

Rules and Tables for Capacity 
are in front of the Catalogue, to 
which these pages form a sup¬ 
plement. 

SIZES AND PRICES 



Flo, 188 

As illustrated 

With 6-inch stroke 

| With 10-inch stroke 

For Pipe 

Cipher 

Price 

For Pipe 

Cipher 

Price 

and described 

2-inch 

Depot 

$5 00 

2-inch 

Deplore 

16 00 


N. B.—Extra list for Windmill Rod for Fig 188, 50 cents. 


Fig. 392 

For Pipe 

i With Iron Cyl. | 

With Brass Lined Cyl. | 

With Brass Tube Cyl. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

3-inch Cyl. 

inch 

Bark less 

$12 50 

Barker 

$15 00 

Barque 

. 

$16 50 
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Plf. 889 



LIGHT WELL LIFT PUMPS 

* ' WITH WIND MILL TOP 


The pumps illustrated here¬ 
with correspond to our hand 
pumps, Fig. (82 and Fig. 198, and 
as shown are adapted to shallow 
wells 25 feet deep, but by length¬ 
ening the pipe and lowering the 
cylinders, can be used in deeper 
wells with very satisfactory 
results. 

Fig. 382 has wrought iron pipe 
set-length from spout to cylinder, 
and with the movable base can be 
adjusted to suit operator. Fig. 398 
has cast iron stock, the set-length 
pipe connecting under the spout. 
These pumps are made in two 
sizes, as listed below. 

Rules and Tables for Capacity 
are in front of catalogue. 



SIZES AND PRICES 


No. 

Size Cyl. 

Fitted 

j Fig. 382 

Fig. 398 

for Pipe 

Cipher 

1 Price 

Cipher 

Price 


2 

2 % inch 

3 

\Vk inch 

1 X “ 

Butter 

8 00 

Butlen 


8 25 

4 

Buttered 

1 8 50 

Butment 


8 75 


Pumps Illustrated and Listed above have Brass Yalve Seats, 
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WIND MILL 
FORCE PUMPS 

ANTI-FREEZINQ 


WITH VERTICAL DISTRIBU¬ 
TING VALVE AND DIF¬ 
FERENTIAL PLUNGER 


rigs. 410^ and 415^ 

are the same as Figs. 410 
and 415 respectively, but 
with a Differential plunger 
} l A inches in diameter, 
instead of stuffing box and 
gland as shown in Figs. 410 
and 415. 

When used with 2-inch 
tubular wells the valves 
may be withdrawn without 
disturbing the pipe connec¬ 
tions. 

The air chamber pipe of 
Fig. 410 y 2 is 2 in. in diameter, 
and that of Fig. 415j^ is V /2 
inches. The stroke is 6- 
inch, 10-inch or adjustable, 
as ordered. 

The original Pumps, 
Figs. 410 and 415, are listed 
in body of Catalogue No. 
22, to which this pamphlet 
forms a supplement, and 
their popularity during the 
many years we have made 
them has led us to bring 
out the Pumps illustrated 
herewith. 


SIZES AND PRICES 



Pump Standard 

6-inch stroke 

10-inch stroke 

Adjustable stroke 

as illustrated 

Fitted 

I Cipher 

Price 

Fitted 

Cipher 

Price 

Fitted 

Ciphei 

Price 

Fig. 4105$ j 

IK" s. p. 

1" D. P. 

Deluge 

$18 00 

2" S. P. 
1" D. P. 

Delve 

$19 50 

2" S. P. 
1" D. P. 

Demon 

$20 50 

Fig 4155$ { 

IK" s p. 

1" D. P. 

Defer 

17 00 

2" S. P. 
1" D. P. 

Defy 

18 50 

2" S. P. 
1" D. P. 

Delf 

19 50 


. is 5 tted for same suction and discharge as Fig. 410. 
trig. ls fitted for same suction and discharge as Fig. 415. 
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T^E WILLIAMS PUMPS 


Fig. 1930 


NO-TRIX-TO-FIX 


WITH PATENT LOWER VALVE 


The stock of the Williams pumps 
is of steel and of uniform size from 
top to bottom. This feature per¬ 
mits the withdrawal of the plun¬ 
gers and valves by simply unscrew¬ 
ing the fulcrum top and pulling 
rod up through the pump. 

All Williams pumps have an ad¬ 
justable base, and a brass drain 
cock in the lower part of the stock, 
which can be opened by a rod above 
platform to prevent freezing. 


These pumps are suitable for wells 25 
ft. deep or less. They are fitted with 2^ 
inch iron cylinder or brass lined cylinder 
as listed below. 


Fig. 1250. Williams Force Pump, not 
illustrated, is similar to Fig. 1240, except 
that the fulcrum or bearer is screwed on, 
and it also has brass stuffing box, air 
chamber and hose connections. 


LENGTHS AND PRICES 


Fig. 1240 shows cylinder in section with lower 
valve attached to plunger as though lifting out. 

Open Top Lift Pump Closed Top Lift Pump 

(Old No. 30) (Old No. 40) 

The above pumps are carried in stock in 6. 7 and 8 ft. lengths. Longer lengths 
can be shipped from factory with but little delay. 

Pumps Illustrated and Listed above have Brass Yalve Seats. 


Fig. 

1230 


Fig. 

1240 

Fig. 

1250 

_ 

Pla 

in 

B.I 


P.a 

1U 

H.l 

L. 

Pla 

in 

B. 

L. 


Cyl. 

Cv 

l. 

Cv 

1, 

Cv 


Cy 

. 

C> 

1 . 

6 ft. 

$ 9 

50 

sn 

50 

$10 

25 

$12 

25 

$12 

50 

$14 

50 

7 “ 

10 

00 

12 

00 

10 

75 

12 

75 

13 

00 

15 

00 

8 “ 

10 

75 

12 

75 

11 

50 

13 

50 

13 

75 

15 

75 

9 “ 

11 

50 

13 

50 

12 

25 

14 

25 

14 

50 

16 

50 

10 “ 

12 

25 

14 

25 

13 

00' 

15 

oo 

15 

25 

17 

25 

12 “ 

13 

75 

15 

75 

14 

50 

16 

50, 

16 

75 

18 

75 

14 “ 

15 

25 


25 

16 

00 

18 

00 

18 

25 

20 

25 
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THE WILLIAMS PUMPS 

WITH REGULAR LOWER VA^VE ' 

V „ 

These Pumps are similar to Figs. 

1230 and 1240, with the exception 
of the lower Valve, which is a reg¬ 
ular Leather Check Valve. 

Fig. 1280, Williams Force Pump, 
not illustrated, is furnished with 
an Air Chamber, Stuffing-box and 
Hose Coupling. 

All the above Pumps have 2^ 
inch Iron Cylinder or Brass Lined 
Cylinder as listed below. 

Suction always fitted for 1# inch Iron 
Pipe. 

Rules and Tables for Capacity are in 
front of catalogue. 


Fig 1270 


LENGTHS AND PRICES 


Length 

Fig. 

1260 

Fig. 

1270 

Fig. 

1280 


Plain 

Br. L. 

Plain 

Br. L. 

Plain 

Br. 

L. 


Cyl. 

Cyl. 

Cyl. 

Cyl. 

Cyl. 

Cyl. 

6 ft. 

$ 8 50 

$10 50 

$ 9 25 

1 

$11 25 $11 50 

$13 

50 

7 “ 

9 00 

11 00 

9 75 

11 75 

12 00 

14 

00 

8 “ 

9 75 

11 75 

10 50 

12 50 

12 75 

14 

75 

10 “ 

11 25 

13 25 

12 00 

14 00 

14 25 

16 

25 

12 “ 

12 75 

14 75 

13 50 

15 50 

15 75 

17 

75 

14 “ 

14 25 

16 25 

15 00 

17 00 

17 25 

19 

25 


The above Pumps are carried in stock in 6, 7 
and 8 foot lengths. Longer lengths can be 
shipped from the factory with but little delay. 


Open Top Lift Pump 
(Old No. 60) 


Closed Top Lift Pump 
(Old «o 70) 


Pumps Illustrated and Listed above have Brass Valve Seats. 
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Fig. 298 
Hand Top 



THE STRAIGHT 
LINE SET LENGTH 
LIFT PUMPS 

WITH GUARDED GEAR ACTION 

The Pumps shown on this page 
are the simplest form of Well 
Lift Pump with set length, fur¬ 
nished with Iron Cylinders as 
listed below. 

The Plunger Rod is always ac¬ 
tually and accurately actuated in 
a straight line and with a mini¬ 
mum of friction. These pumps 
are therefore very easy to operate. 
The roller guide helps to prevent 
the friction caused in the ordinary 
Set Length Well Pumps. 

Rules and Tables for Capacity are 
in front of catalogue. 


SIZES AND PRICES 


Fig. 299 
Wind Mill Top 




No. 

Diam. Cyl. 

Stroke 

For Pipe 

Fig. 298 

Fig. 299 

Cipher 

Price 

Cipher 

Price 

4 

3 inch 

6 inch 

Wx inch 

Broach 

$10 00 

Brocard 

$11 00 


N. B.—Fig. 298, Standard Complete, 17.00. Fig. 299, Standard Complete, |8.00. 
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Fig. 489 
Hand Top 



THE STRAIGHT 
LINE MASCOT SET 
LENGTH LIFT 
PUMPS 

WITH GUARDED GEAR ACTION 

There is no particular descrip¬ 
tion necessary for giving an 
understanding of these Pumps. 
Suffice it to say that they are 
what they appear to be — the 
best yet of their kind. 

The Pipe Standat ds are light, 
good to look at, an<f convenient 
in every way, and with these 
straight-line, frictionless, cog- 
gear tops, they bring to the face 
of both dealer and user a smile 
of satisfaction, which does not 
fade with time and usage. 

On the preceding and the 
succeeding pages are illustrated 
other types of our new Cog-gear 
Pumps. 

These Pumps are listed with 
Iron Cylinders, but will be fur¬ 
nished with Brass lined or Brass 
Tube Cylinders at additional 
cost. 

Rules and Tables for Capacity 
are in front of catalogue. 


SIZES AND PRICES 


Fig. 483 
Wind Mill Top 







With Iron Cylinder 

Fig. 

Diam. Cyl. 

For Pipe 

Cipher 

Price 

482 

3 inch 

1 Vi inch 

Bromal 

19 75 

483 

3 " 

Wa “ 

Broinie 

10 75 
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Fig. 488 
Hand Top 



THE STRAIGHT 
LINE BANNER SET 
LENGTH LIFT 
PUMPS 

WITH GUARDED GEAR ACTION 

The Pumps on this page are 
similar to our Banner Set Length 
Pumps long known to the trade for 
their attractive selling and using 
qualities. 

As gently hinted on the preced¬ 
ing pages where others of our new 
Cog-gear straight line Pumps are 
shown, they are great for minimum 
of friction, a condition of pump¬ 
ing so long sought after by the 
maker, dealer and user of hand and 
Wind Mill Pumps. 

These pumps are listed with Iron 
Cylinders but will be furnished 
with Brass lined or Brass Tube 
Cylinders at additional cost. 


Fig. 489 
Wind Mill Top 



SIZES AND PRICES 



Fig. 

Diameter 

For Pipe 

With Iron Cylinder 

Cylinder 

Cipher 

Price 

488 

3 inch 

u z 
.2 

Brosen 

111 25 

489 

3 “ 

Browse 

12 25 
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IMPROVED DEEP WELL CYLINDER FOR PNEU 
MATIC WATER 5UPPLY IN COMPRES- 
so. SION TANK SYSTEMS 



The use of compressed air tanks supplied from deep wells 
by wind-mill or other power pumping appliances has hitherto 
been seriously hindered by lack of a reliable contrivance to sup¬ 
ply air for recharging the tank. This hindrance has recently 
been overcome by the use of an auxiliary air pumping cylinder 
located in the discharge pipe between the working barrel and the 
pumping head. 

We offer the best cylinder of this type in our Fig. 306 Auxil¬ 
iary Air Pumping Cylinder. The illustration shows an exterior 
view with the air inlet in center casting. This air inlet 
is tapped for ^6-inch pipe, and must either be located above the 
water, or piped to some point above to prevent cylinder from 
pumping water instead of air. If desired, this air supply pipe 
can be carried above the well top, thus insuring a supply of pure 
air. 

These cylinders may be used with any size of working 
barrels, but we advise their use with the size of pipe for which 
they are fitted. 


SIZES AND PRICES 


Size Pipe 
Fitted for 

Stroke 

Cipher 

Price 

Size Pipe 
Fitted for 

Stroke 

Cipher 

Price 

l l A inch 

0 to 7in. 

Careful 

13 50 

1 % inch 

0 to 14 inch 

Carol 

15 50 

IK “ 

0 to 7 “ 

Career 

14 50 

“ 

0 to 14 “ 

Carny 

17 50 

2 “ 

0 to 7 “ 

Caret 

15 50 

2 “ 1 

0 to 14 “ 1 

Carouse 

18 50 
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MODERN HOUSE FORCE PUMP 

THE BLUE SPECIAL 
WITH BRASS TUBE CYLINDER 
Fig. 516 



This is our latest design of pump for house use. It has a brass tube 
cylinder, large air chamber and long swinging fulcrum. It is also furnished 
with compression bibb cock and back outlet, so that water can be forced to tank 
in any part of the house. We make this pump in one size only, as listed below. 

Fig. 516 is painted in blue and gold and makes a very neat appearance. 

Rules and Tables for Capacity are in front of Catalogue. 


SIZE AND PRICE 


8ize Cyl. 

Suction fitted 
for Pipe 

Back Outlet 
fitted for Pipe 

Stroke 

Cipher 

j Price 

3 inch 

1 % inch 

1 inch 

6 inch 

Explode 

10 00 
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THE NEW CLIMAX DOUBLE-ACTING 
FORCE PUMP 

FOR OPEN TANKS, PNEUMATIC WATER SYSTEMS, ETC. 

Fig. 608J4 



The pump illustrated above is our popular “CLIMAX” with a small check 
valve and air cock, connected to the rear cylinder head, for regulating the 
intake of air when used on Compression Tank Systems. 

The water and air are forced into a tank which may be located in the 
basement. The air is then compressed in the tank and the water forced to the 
kitchen sink, the bathroom, or wherever needed. 

The “CLIMAX Pumps are the acme of perfection for compression tank 
service. The thousands in use have given the best of satisfaction. 


SIZES AND PRICES 


No. 

Cyl. 

♦Suction 

♦Discharge 

Stroke 

| Iron Cylinder j 

Brass lined Cylinder 

Cipher 

Price 

Cipher 

Price 




i 

W 

1 K" 

i" 

4" 

Frank 

118 00 

Franking 

120 00 

2 

l'A" 

ik" 

4" 

Franked 

20 00 

Frankly 

23 00 


♦Fitted for other sizes suction and discharge, iron pipe, lead pipe Qr hose, hut always as listed 
for iron pipe unless otherwise specified. 
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IMPROVED PLUMBERS’ FORCE PUMP 

AND ATTACHMENT 


Fig. 728 Fig. 758—Attachment 



Fig. 728 the Plumbers’ Force Pump illustrated above is the most useful 
apparatus for removing obstructions from basin and sink traps, waste pipes, etc. 

The working parts are brass, and the discharge connection is for ^-inch hose 
coupling. The hand hold on the lever provides a convenient method of carrying 
this pump, which is used in a way all plumbers know. 

Fig. 758 Plumbers* Pump Attachment, though not necessary for the use of 
the pump ( Fig. 728), is a very desirable adjunct, as it is adjustable to any ordinary 
height of overflow in either wash basin or bath tub. 

The rubber plug on end of the brass discharge tube is spherical in shape, thus 
fitting the waste opening at various angles. The attachment (Fig. 758) can be 
used with hose direct from the faucet or hose bibb as well as from discharge hose 
of pump (Fig. 728) in the ordinary way. The adjustment cup should have rags 
wound around inside and when pressed against overflow opening the same is 
stopped, thus forcing obstruction back and down from trap. 

In addition to these two ways of using the attachment, it has connection to 
fit the nozzle coupling of any of our Success Spray Pumps, cylinders of which are 
small enough to give a sufficient pressure. 


SIZES AND PRICES 


Figure 

Description 

Fitted for 

Cipher 

Price 

728 

Plumbers’ Pump 

%" hose 

Hatred 

17 50 

758 

Attachment 

or %" male half 
hose coupling 

Hatless 

4 00 
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HANDY HAND BOILER FEED PUMP 


Fig. 504 



Boiler explosions on traction engines in a certain section caused the enact¬ 
ment of a law which demanded that a reserve hand boiler feed pump be 
included with every traction outfit, to be used in case the injector refused to 
work, and Fig. 594 was designed to meet the requirements of this law. 

Fig. 594 is very convenient also for testing boilers, as a pressure of 100 to 
150 pounds can be attained, which is ample for the majority of boilers. The 
pump is adapted for filling cold boilers, in addition to the uses as outlined 
above. 

Rules and tables for capacity, required power and speed of pumps in front 
part of catalogue. 


PRICE LIST 


PiR. 

Cylinder 

Stroke 

Lever 

Suction 

Discharge 

Cipher 

Price 

594 

1J4 inches 

3 inches 

24 inches 

% inch 

Y inch 

Heddle 

nooo 


Digitized by Google 
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AUTOMOBILE ROTARY GASOLINE PUMP 



Pump Without Cock 


WITH TALL BASK 
Fig. 776 



Typical Installation Showing Pump With Cock 


This Pump has been especially designed for use with Automobiles, but can be used for 
any purpose to which a Rotary Pump is adapted. It is just what is required by every Auto* 
mobile owner who wishes to maintain a supply of gasoline on his premises. 

The pump is usually located in the garage at some convenient point, the suction pipe being 
carried to the Gasoline Storage Tank, which for satety is generally placed outside of the build¬ 
ing, and a foot or two below the surface of the ground. The Pump Spout is tapped to receive a 
% inch bibb cock, and is furnished with or without cock as listed below. 

To operate, open the cock and turn the crank in the direction indicated by arrows on the 
face of the Pump. When through pumping, turn the crank in the opposite direction several 
revolutions, which will force all gasoline back into the tank, after which the cock should be 
closed, thus preventing the escape of gasoline and reducing fire risk to a very low point. 

The illustration on the right shows Fig. 776 asset in garage or stable and connected to 
t^nk buried in yard. The tank is 24 inches in diameter, 36 inches long, has Yi inch suction 
Pipe, ^-inch Air Vent Pipe and Air Cock and 2-inch Pilling Pipe. This is shown as a guide for 
those desiring to install such an outfit. 

SIZES AND PRICES 



Discharge Fitted 
for 

Bibb Cock 

Capacity at 50 
Revolutions 
per Minute 

PUMP ONLY, IRON 

Suction Fitted 

Without Cock 

With 

Cock 

for Pipe 

Cipher 

Price 

Cipher j 

Price 

1 inch 

Y\ inch 

5% gallons 

Garage 

21 00 

Garum 

23 50 
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THE "ACME” 

DOUBLE-ACTING BRASS FORCE PUMP 

WITH AIR CHAMBER AND DOUBLE 01 EC HAROS 



Fig. 607, our “Acme** Double-acting Brass Force Pump, is what its name 
indicates, the height of perfection, both in construction and design. Fig. 607 is 
particularly useful as a House Force Pump, Deck Pump, Fire Pump and for other 
purposes to which a Pump of this class is adapted. It is brass except the Base, 
Lever and Link. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 1ft. 


SIZES AND PRICES 


Ho. 

SizeCyl. 

MmEtSM 

BJ rif.M -fe 'J \ 1!1 

Stroke | 

Cipher 

Price 

1 

2 

2j£ in. 

3 “ 

1# in. 

1 % “ 

H 

mm 

Fabricate 

Fabulous 



• Fitted for other sires Suction and Discharge Iron Pipe, Lead Pipe or Hose, but always 
tor Iron Pipe, as listed, unless otherwise ordered. 


la fllagtHM dm Cipher Words Designating Pumps—See Code, pages 4 and A 
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THE “CLIMAX” DOUBLE-ACTING FORCE PUMP 

WITH AIR CHAMBER AND ADJUSTABLE LEVER 
SIDE DISCHARGE 




Our 44 Climax ” Double-acting Horizontal Force Pump is constructed of Iron, 
with Brass Valves and Valve Seats; and is neat, compact and substantial. It can 
be used as a House Force Pump, Deck Pump or Fire Pump. 

The cut represents the new style as now made, with bolted cylinder heads. 
The old style has screwed cylinder heads or attachments. This point should be 
remembered in ordering repairs. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. _ 


SIZES AND PRICES 


nj 

Size Cyl. 

•Suction Pipe 
Fitted for 

•Discharge Pipe 
Fitted for 

Stroke 

| IRON 

| BRASS LINED CYL. 

jjfl 

Cipher 

Price! 

! Cipher 

| Price 


2% in. 

i^in. 

1 in. 

4 in. 

Fable 

16 00 

I Fabulist 


2 

3 “ 

\% •• 

1* “ 

4 “ 

Fabric 

18 00 

1 Fabulize 

ESEl 


Spitted for other sizes Suction and Discharge Iron Pipe, Lead Pipe or Hose, but always af 
listed for Iron Pipe, unless otherwise ordered. 


N. B.—Alphabetical Index is in front, and Figaro Index in back, of Catalogue. 
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THE “NEPTUNE” DOUBLE-ACTING 
FORCE PUMP 

BRASS-LINED CYLINDER, RUBBER BALL VALVE8 AND GUIDED 
BRASS PISTON ROD 

Fig. 611 



The above cut represents the “Neptune” Double-Acting Force Pump, designated as Flfl. 611. 
This Pump has some new features which should give it a large sale for use as a House Tank 
Supply Pump, also for use in Mines, Factories, Vessels, etc. It is symmetrical in design, and 
convenient in every way. We can recommend the “ Neptune ” as the best Pump of its kind. 

The principal advantageous features of this Pump are the Guided Piston Rod, the accessi¬ 
bility of the Valves, and the Large Air Chamber space. The Suction and Discharge Valves may 
be examined by simply removing the caps on top of the Valve Chambers, as will be seen by the 
cut 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 10. 


SIZES AND PRICES 


No. 

Size Cylinder 

Suction Fitted 
for Pipe 

Discharge 
Fitted for Pipe 

Stroke 

Cipher 

Price 

Each 

1 

23* Inches 

Inches 

1 Inch 

45* Inches 

Finger 

20 00 

2 

8 

15* “ 

15* “ 

45* ” 

Fingering 

23 00 

8 

85* “ 

1% “ 

1)* “ 

43* 

Finical 

26 00 


Fitted for Iron Pipe as listed, but will be fitted for Lead Pipe or Hose when so ordered. 

l M t min use Cipher Word* Designating Pumps—See Code, pages A and A 
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THE “TRIUMPH” 

DOUBLE-ACTING FORCE PUMP 


WITH BRASS-LINED CYLINDER 
Fig. 601 



This pomp is extensively used in Factories, Warehouses, Vessels, etc., for general purpose* 
and for fire protection. As a boiler Test Pump, Fig. 601 will also do excellent service. The 
Cylinder is brass-lined, and the Valves, Valve Seats and Piston-rod are made of Bronze. 

Brass plugs or drip cocks are provided at each end of the bed plate to prevent freezing; also, 
a similar ping is attached to side of Cylinder, for priming the Pump when necessary. The 
Upper Valves may be reached by lifting off the Air Chamber. The Lower Valves may then be 
reached by removing the Cylinder or body of the Pump. 

Buies and Tables for Capacity, Bequired Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Diam.Cyl. 

FITTED FOE PIPE 

Stroke 

BRASS-LINED 

BRASS CYLINDER 

fBRASS 

•Suction 

•Discharge 

Cipher 

0 

Cipher 

Price 

KSEES 


2% inch 

3 “ 

4 “ 

6 “ 

inch 

11 •• 

2 11 

1 inch 

1 “ 

ik •• 

4 l A in. 
4'A “ 

“ 

5 “ 

Facade 

Facetious 

Facial 

Facility 

27 00 

28 00 
30 00 
40 00 

Facing 

Faction 

Faculty 

Fading 

5 S 00 
55 00 
60 00 
90 00 

Facet 

Facette 

Facient 

Facile 

75 00 
75 00 
90 00 
150 00 


•Fitted for Iron Pipe as listed, but will Jbe fitted for Lead Pipe or Hose when so ordered. 
Furnished with flat Air Chamber at same prices when so ordered, 
t All Brass except Levers, Links and Bolts. 

With Brass Spring Piston, Nos. 1 and 2, $3.00, No. 3, $4.00, and No. 4, $6.00, extra list. In 
telegraphic orders, add the word “ Spring ” to the Cipher word when Brass Spring Piston la 


9m B*—Alphabetical Index is in front, and Figure Index in bsektOf <Mtk|Mb 
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THE 44 TRIUMPH 99 

DOUBLE-ACTING FORCE PUMP 

WITH BRASS-LINED CYLINDER 


Fig. 602 



This Pump will be found a very useful one in Factories, Vessels, Ware¬ 
houses and other places where large quantities of water are to be elevated. The 
Cylinder is Brass-lined, and the Valves, Valve Seats and Piston-rod are made of 
Bronze. Provided with Drip-Cocks for priming and to prevent freezing. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Diam. Cyl. 

| FITTED FOB PIPE | 

Stroke 

BRASS-LINED 

| BBASS CYLINDER | 

fBRASS 

•Suction 

•Discharge 

| Cipher 

| Price| 

| Cipher | 

Price 

Cipher 

Price 

T 

5 inch 

2 inch 

154 inch 

5 inch 

Fagging 

45 00 1 Failing 

95 00 

Factum 

155 00 

5 

6 14 

2J4 “ 

2 “ 

5 “ 

Fagot 

55 00j Fainted 

125 00 

Factual 

195 00 


•Pitted for Iron Pipe as listed, but will be fitted for Lead Pipe or Hose when so ordered. 
Furnished with flat Air Chamber at same prices when so ordered, 
f All Brass except Levers, Links and Bolts. 

With Brass Spring Piston, No. 4, $6.00, and No 5, $8.00. extra list. In telegraphic orders, 
add the word “ Spring ” to the Cipher word when Brass Spring Piston is 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 6. 
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THE “IDEAL” 

DOUBLE-ACTING OSCILLATING FORCE PUMP 


WITH BRASS WING PISTON, BRASS VALVES AND VALVE SOX 



PS. S70 Is simple, substantial, durable and powerful; its construction being such as to cause 
a minimum of friction, thus making it very effective as a Hand Force Pump. 

The Pump Lever may be worked from either a vertical or horizontal position. The Shaft 
or Piston-rod passes through the hub in center of Cylinder Cap, and is provided with a suitable 
stuffing-box. 

These Wing-Valve Pumps, having no leather packing, are well suited to pumping Hot Liquids, 
Oils, Wine, Cider, etc. The Suction and Discharge Flanges are fitted for the same size of Pipe. 
We take the greatest pains in the construction of tluse Pumps, all parts being made to exact 
Templets and Gauges, so that repairs will always fit. 

To give the best results, the “Ideal’* Pumps should not be placed more than 20 feet above the 
water. A Foot Valve on the end of Suction Pipe may be used to advantage. 

These Pumps are largely used in Flat Buildings, connecting them to the plumbing where city 
water will not always reach the upper stories. Forsuch duty we recommend the All Brass Pump. 


SIZES AND PRICES 



Suction and Dis- Outside Inside 

No. charge Flanges Diameter Diameter 


Fitted for of Cyl. of Cyl. | per Minute | Cipher | Price | Cipher 


% inch Pip 


* All Brass except Lever and Suction and Discharge Flanges. 


Garmented 

Garnished 


N. B.—Alphabetical Index Is in front, and Figure Index in back, of Catalogue, 
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THE 44 IDEAL 99 

DOUBLE-ACTING OSCILLATING FORCE PUMP 


WITH BRASS WING PISTON, BRASS VALVES AND VALVE BOX 

FI*. 57S 



ng. 672 is made with an Air Chamber and Cock Spout—in other respects it is the same as 
Fig. 670. The Air Chamber and Cock Spout will be found of advantage when elevating water 
any great distance above the Pump. For House Tank service, it is especially adapted. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Suction and 
Discharge 
Flanges 
Fitted for Pipe 

Outside 
Diam. of 
Cyl. 

Inside 
Diam. of 
Cyl. 

Approximate 
Capacity 
per Minute 

IRON 

BRASS FITTED 

"BRASS 

Cipher 

Price 

Cipher 

Price 

0 

54 inch 

5# inch 

454 inch 

4 gal. 

Grumose 

11 00 

Gumbo 

19 00 

1 

H 44 

654 “ 

4# 44 

6 “ 

Grundel 


Gumcistus 

23 00 

2 

1 44 

7 X 44 

5H 44 

6 44 

Gueber 

14 00 

Gumption 

30 50 

3 

1$/ “ 

9 44 

6H 44 

9 44 

Gazing 

17 0C 

Genuinely 

39 00 

4 

1% “ 

10# “ 

754 44 

13 44 

Gelatinous 

20 0C 

Geographic 

46 50 

6 

154 “ 

11$ “ 

8 H 41 

19 44 

Generality 

25 00 

Geologic 

55 00 

6 

154 44 

1254 “ 

9 >4 44 

22 44 

Generation 

28 50 

Geometrical 

65 00 

7 

2 “ 

1354 44 

10 H 44 

26 44 

Generosity 

33 50 

Gesturing 

76 00 

6 

2X 44 

1454 44 

ny 4 “ 

36 44 

Geniality 

46 00 

Gingerly 

60IU1 


• All Brass, except Lever, Suction Flange and Air Chamber. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 6. 
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THE “IDEAL” 

DOUBLE-ACTING OSCILLATING FORCE PUMP 

WITH BRASH WING PISTON, BRASS VALVES AND VALVE BOX 

Vi*. BPS 



Pig. 670, with the addition of a Base, is the same as Fig. 570 and is adapted for the tame class 
of service. All working parts are made of Brass and is Metallic fitted throughout. Suitable for 
Hot or Cold Water, Wine, Beer or other Liquids. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 


Outside 
Diam. of 
Cyl. 

Inside 
Diam. of 
Cvl. 

Approx. 
Capacity 
per Minute 


♦brass 

Cipher 

Price 

Cipher 

Price 

"ir 

% 

inch 

5 1 

4 inch 

4J4 inch 

4 Gal. 

Gadfly 

"Too 

Gelding 

17 00 

i 

k 

«4 

6» 

4 44 

4# 44 

5 44 

Gagging 

10 50 

Geminate 

2100 

3 

i 


75 

A 44 

m 44 

6 44 

Galiot 

12 00 

Geranium 

EE1 

8 


«« 

9 

«« 

6# 44 

9 44 

Gamut 

14 00 

Ghostly 

36 00 

4 

]V 

«« 

ETtT 

j 44 

7K 44 

13 44 

Garbage 

Irani 

Gladstone 

44 00 

5 

]U 

«« 

n> 

X •* 

m 44 

19 44 

Gardener 

rfnVl 

Gliding 

52 50 

6 

IK 

(« 

r>i 

£ ’«* 

9H 44 

22 44 

Gauffer 


Governess 

62 50 

7 

2 

«« 

18i 

4 44 

lOK 44 

26 44 

Gazelle 

rj'lll.ll 

Grammar 

72 50 

6 

a* 

«• 

Mi 

2 44 

liM “ 

86 44 

Gehenna 



92 50 


• AH Biass except Base, Lever and Discharge Flange. 

N. B.—Alphabetical Index is in front, and Figure Index in baok, of Catalogue. 
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THE “IDEAL” 

DOUBLE-ACTING OSCILLATING FORCE PUMP 

WITH BRASS WING PISTON, BRASS VALVES AND VALVE BOX 

FI*. 67* 



Fity. 672, with Air Chamber and Cock Spout, is especially adapted to House 
and Factory service, elevating water and other liquids into tanks, etc. All working 
parts are Brass and Metallic fitted throughout, suitable for hot or cold water. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Suction and Dis¬ 
charge Flanges 
Fitted for 

Outside 

Diam. 

Inside 

Diam. 

Approximate 

Capacity 

IRON 

BRASS FITTED 

"brass 

ofCyi. 

ofCyi. 

per Minute 

Cipher 

Price 

Cipher 

Price 

T 

1 

8 

inch 

Pipe 

inch 

4H inch 

m “ 

6 X “ 


Granting 

Grapnel 

r?jj 

Gormand 

Gossoon 

EEl 

21 


M 

»• 


6 “ 

Gratitude 

* a 

Gowan 

31 50 

s 

ii/ 

«« 

•• 

9 “ 

6H “ 

9 “ 

Galore 

ij a 

Gozzard 

40 00 

4 

lu 

• ft 

•• 


B “ 

13 •• 

Ganoid 

"" 

Grabble 

48 00 

6 

lu 

«• 

•• 

n % “ 

19 u 

Godroon 


Granular 

57 50 

6 

1u 

M 

•• 

12 J4 “ 

9 H “ 

22 « 

Goffer 


Tit Vi 

67 50 

7 

2 , 

M 

«• 

13« “ 

io n “ 

26 “ 

Gonfalon 

£ s 

Grazier 

78 50 

8 

2tt 

(« 

•• 


n% « 

36 “ 

Gorgon 

48 50 

Grenade 

98 50 


•All Brass except Base, Lever and Air Chamber. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and b. 
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THE 44 TORRENT” 

TWO-CYLINDER THRESHER TANK PUMP 


WITH HOSE COUPLINGS 



Fig. 553 

Our celebrated “Torrent” Thresher Tank Pump is known everywhere as 
the original and best Thresher Pump on the market. Many makers have tried 
to copy it, none have equaled it in design or efficiency. In capacity this Pump 
represents the limit in quantity of water that may be delivered without over¬ 
exertion when operated by one person. Larger Pumps offered to the trade by 
other makers have failed to satisfy the demand for this reason. 

It is designed for the use of Threshermen in filling their Wagon Tanks 
quickly with water, for the purpose of supplying the Steam Engine Boiler. 

This Pump may also be used as a Bilge and Deck Pump on small vessels, 
or in any place where it is desired to remove water from, such as Cellars, 
Ditches, etc. It is durable and simple in construction, and the easiest working 
Pump ever made. The “Torrent” may be used for cleaning out the Boiler 
Flues; also as a Fire Pump. No extension is necessary to the top of Tank, 
since the Suction Coupling projects beyond the base 
of the Pump. 

We furnish Fig. 653 complete with Suction and 
Discharge Hose Couplings; also with Suction Strainer 
in connection with various lengths of Hose, etc., as 
listed below. It may be used to discharge upward 
through 2 inch Pipe by screwing the tight cap on 
end of Spout in place of Hose coupling. 

To prevent freezing, throw the Lever to the ex. 
treme end of the stroke on both cylinders, which 
trips the valves. Rest the Lever until the Pump 
takes air through the spout. 


SIZES AND PRICES 


Fig. 553 

Cyl. Suction 

Discharge 

Stroke 

Capacity 
per Rev. 

Cipher 

Price 

4% inch 2 in. hose 

1 in. hose 

4 inch 

.55 gal. 

PumpOnly 

Includes suction straiuer, suction aud discharge hose 
couplings. 

Financial 

18 00 

Outfit A 

Pump complete with 15 feet of 2 in. spiral-wire suction 
hose and strainer; 12 % feet of 1 in. 3-ply discharge 
hose and nozzle. 

Financier 

40 00 

Outfit A A 

Same as Outfit ‘A ” le-s discha«ge hose and nozzle. 

Fanning 

35 00 

Outfit B 

Pump complete, with 20 eet of 2 in. spiral-wire suction 
hose and strainer; 12*4 feet of 1 in. discharge hose 
and nozzle. 

Finch 

45 00 

Outfit B B 

Same as Outfit “ B,“ less discharge hose and nozzle. 

Farming 

40 00 

Outfit C 

Pump complete, with 25 feet of 2 in. spiral-wire suction 
hose and strainer; 12% feet of 1 in. 3 ply discharge 
hose and nozzle. 

Fi ached 

50 00 

Outfit C C 

Same as Outfit “ C,” less discharge hose and nozzle. 

Farthing 

45 00 

Outfit D 

Pump complete with 25 feet of 2 in. spiral-wire suction 
hose ana strainer; 25 feet of 1 inch 3-ply discharge 
hose and nozzle. 

Finding 

54 00 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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THE “GIANT” DOUBLE-ACTING FORCE 

PUMP 

FOR THRESHER TANKS AND GENERAL URE 
Hf.8S4 


The “Giant” Pomp will satisfy the demand of 
Threshermen and others who desire a Pump to 
handle a great quantity of water in a limited time. 
Its capacity is two barrels of water per minute. It 
will lift water 25 feet and discharge it horizontally 
a distance limited only by the power of the oper¬ 
ator. It is a good Fire Pump; will be found useful 
in Coal Mines, for Contractors* work and as an 
Irrigating Pump. 

Rules and Tables for Capacity, Required 
Power and Speed of Pumps, pages 11 to 16. 



SIZES AND PRICES 


Fig. 554 

Cylinder ♦Suction 

♦Discharge 

Stroke 

Capacity 
per Rev. 

Cipher 

Price 

5 in. diam. 2 in hose 

1 in hose 

5 inch 

#gal. 

Pump Only 

Includes suction strainer, suction and discharge hose 
couplings. 

Falcade 

18 00 

Outfit A 

Pump complete, with 15 feet of 2 inch soiral-wire suction 
hose and strainer; 12)4 feet of 1 inch 3-ply discharge 
hose and nozzle. 

Faldage 

40 00 

Outfit A A 

Same as Outfit “A,” less discharge hose and nozzle. 

Fallow 

35 00 

Outfit B 

Pump complete, with 20 feet of 2 inch spiral-wire suction 
hoe and strainer; 12)4 feet of 1 inch discharge hose 
and nozzle*. 

Falsehood 

45 00 

Outfit B B 

Same ns Outfit “ B,” less discharge hose and nozzle. 

Famble 

40 00 

Outfit 0 

Pump complete with 25 feet of 2 inch spiral-wire suction 
hos»* a ^trainer; 12)4 feel of 1 inch 3-ply discharge 
hose and nozzle. 

Famously 

50 00 

Outfit C C 

Same as Outfit “C,” less discharge hose and nozzle. 

Fancying 

45 00 

Outfit D 

Pump complete, with 25 feet of 2 inch spiral-wire suction 
h »se and strainer; 25 feet of 1 inch 8-ply discharge 
hose and nozzle. 

Fangle 

54 00 


♦Disconnecting the suction coupling and the discharge spout adapts this Pump for 2 % and 
2 inch iron Pipe for suction and discharge respectively. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 6. 
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IMPROVED 

CONTRACTORS’ DIAPHRAGM PUMP. 

FOR EITHER §IDE OR BOTTOM SUCTION 
WITH REVERSIBLE LEVER AND SPOUT. 

Fig. 473. 



The Diaphragm Pump Illustrated above is new in design and construction. It Is the most 
efficient hand pnmp made for removing bilge water from vessels, for cleaning ont ditches, etc., 
since sand and gravel, or other obstructions, will not clog the valves. The rubber diaphragm 
obviates the necessity of a plunger. This pnmp can also be used for pumping ont cesspools, 
supplying water to street sprinkling wagons, etc. 

These Pumps are fitted with iron pipe nipple, adapting suction for wrought iron 
pipe, or for hose. The illuetration thowt the pump arranged for tide auction, but by tranepoeing 
the plug , which is screwed in the bottom opening, and the pipe nipple which is shown in the cut, 
it is converted into a bottom motion pump. Made in two sizes as listed below. 


SIZES AND PRICES. 


No. 

Diameter 

Suction Fitted 

Capacity per 

Fig. 473 

of Diaphragm 

for Pipe 

Stroke 

Cipher 

Price 

1 

9 inches 

2% inch. 

X gallon 

Guzzler 

88 00 

2 

12M “ 

S 

IX " 

Gusset 

45 00 


Suction Hose Nipples, Fig. 951, furnished when ordered. 

N. B.—Alphabetical Index la in front, and Figure Index in back, of Catalogue. 
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THE “MARINE** BILGE PUMPS 



WITH REVERSIBLE LEVERS 


Slfr OfS-Bottam Saetiea 


Wig. 471—Side Suction 


These Pumps are adapted for raising large quantities of water by hand from the bilge well 
of Vessels, from Stone Quarries and Coal Mines, Cellars and Ditches, and for Irrigating purposes, 
where the water is not over 20 feet vertically from the Pump. They are much used by con¬ 
tractors in removing water from excavations of various kinds. 

There are three Fulcrums, as shown by the lugs on the engraving, whereby the Pump may 
be operated with the lever in any one of three positions. The Lever is substantially constructed 
Of Wrought Iron, bent, so that its position may be reversed in the socket and thus it becomes a 
vertical leverwhich. in some instances, will be found quite convenient. 

The Valves are Rubber faced and are made large so as to give ample water way. They are 
CMily removed for repairing. The Cylinder is Brass lined. A Flange, threaded for suction pipe, 
Is bolted to the Base of the Pump. At a slight additional cost, we fit these Pumps, when ordered, 
for suction hose. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Diameter 
of Cyl. 

fSuction 
Fitted for 



! Fig. 470 | 


■ESHESBj 

BS3 


Price 

fl 

6 inches 
8^ “ 

3 inch Pipe 

4 inches 

6 “ 

.49 gals. | 
1.47 “ 

1 Gracing 
l Gracefully 1 

[ 23 00! 
1 80 00 

Graduating 1 
Graciously 1 

26 00 
85 (W 


f The Suction may be fitted for other sizes of Pipe, but is always fitted as listed, unless 


otherwise ordered. 

Suction Hose Nipples fhrnished when ordered. Extra list for No. 2, $3.75; No. 4, $5.00. 


In Telegrams use Cipher Words Designating Pumps —See Code, pages A and 5. 


Digitized by 


Google 













154 


THE DEMING COMPANY, SALEM, OHIO. 


DOUBLE-ACTING FORCE PUMP ON PLANK 


DOUBLE DISCHARGE 
AIR CHAMBER 

WITH TIGHT AND LOOSE 
PULLEYS 

Fig. 543 

Fig. 543 is the same as Fig. 542, with Pulleys 
and Crank-shaft in place of the Lever or handle. 
This Pump will be found a very useful one where 
power can be applied. Size of Pulleys 4x16 inches. 

Brass Cylinder Pumps will be furnished with 
Brass Air Chamber when especially ordered, at 
price of the additional cost of material only. 

The Metallic Valves are necessary where the 
Pump is used for hot water. 

Rules and Tables for Capacity, Required Pow¬ 
er and Speed of Pumps, pages 11 to 16. 



SIZES AND PRICES 


No. 

Size Cyl. 

f Suction 
and 

Discharge 
Fitted for 

Stroke 

IRON 

BRASS CYL. 

♦ METALLIC VALVES 
FOR IRON OR 
BRASS CYLINDERS 

C pher 

Price 

Cipher 

Price 

Cipher 

Net extra 

1 

2% inch 

1% in. Pipe 

7 

inch 

Event 

39 00 

Evidence 

58 00 

Evoke 

1 75 

2 

254 “ 

\y A “ “ 

7 


Eventful 

41 00 

Evident 

61 00 

Evoking 

2 25 

3 

3 

154 “ “ 

7 


Eventual 

45 00 

Evidently 

75 00 

Evolute 

300 

4 

354 “ 

2 “ “ 

7 


Everglade 

51 00 

Evil 

94 00 

Evolution 

4 25 

5 

4 

2 “ “ 

7 


Evergreen 

63 00 

Evilly 

119 00 

Evolve 

6 00 

6 

4 54 “ 

254 “ “ 

7 

“ 

Evermore 

80 00 

Evitable 

160 00 

Evolving 

8 00 


f Fitted for other sizes of Suction and Discharge Pipe, but always as listed, unless otherwise 

ordered. 

♦Prices for Metallic Valves are net extra over net price of Pumps. Iron Cock with Brass Plug. 
$2.50 extra list. All Brass Cock, $5.00 extra list. Witn Ply-wheel and two Handles instead of 
Pulleys, same prices as above. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue, 
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TWO-CYLINDER FORCE PUMP ON PLANK 


SIZES AND PRICES 


Fig. 546, arranged as shown for 
Power, is adapted for service in 
Factories, Shops, Creameries or 
any place where a light duty 
Power Pump is required. It should 
not be operated against more than 
30 lbs. pressure. Size of Pulleys 
4 x 16 inches. 

Rules and Tables for Capacity, 
Required Power and Speed of 
Pumps, Pages 11 to 16. 


WITH TIGHT AND LOOSE 
PULLEYS 


Tig. 646 


WITH AIR AND VACUUM 
CHAMBERS 
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IMPROVED TWO-CYLINDER FORCE PUMP 


WITH WOOD LEVERS 
jfif.915 



Flo* 615, Two-cylinder Force Pump, has been long and favorably known as a 
very efficient Fire Pump for use about Factories, Warehouses, Railroad Stations 
and other places where fire protection is required. This Pump is also in great 
favor as a Deck Pump on lake and river vessels. To prevent freezing, remove 

drip screws in base of pumps. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Sire Cyl. 

Suction 
Fitted for 

Discharge 
Fitted for 

Stroke 

Capacity 
per Rev. 

IRON 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

1 

254 Inch 

2 in. Pipe 

154 inch Hose 

6 inch 

.25 gal. 

Feasible 

38 00 

Federal 


2 

3 

«« 

2 44 44 

154 “ 

ll 

6 “ 

.88 44 

Feasted 

ROItli] 

Federate 

65 00 

8 

354 

«* 

254 “ “ 

154 “ 

44 

6 44 


Feaster 

47 00 

Federation 

78 00 

4 

4 

«» 

2J4 “ “ 

ltf “ 

44 

0 44 

.65 44 

Feasting 

55 00 

Feeble 

95 00 

5 

m 

• 4 

8 “ “ 

2 44 

44 

6 44 

.83 44 

Feather 

EZXlD 

Feeler 

115 00 

6 

6 

«( 

4 «« «« 

2H “ 

44 

8 44 

1.96 “ 

Feature 

110 001 Feeling 

170 00 


N. B*—Alphabetical Indei Is In front, and flfftire Index In back, of Catalogue. 
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IMPROVED TWO-CYLINDER FORCE PUMP 


WITH FOLDING BRAKES 
FI*. GIG 



Fig. 616 is identical in construction with Fig. 615, except in the Brakes or 
Levers. The cuts represent accurately the construction of each of these Pumps. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
II to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 

Suction 
Fitted for 

Discharge 
Fitted for 

Stroke 

Capacity 

per 

Revolution 

IRON 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

1 

254 in. 

2 in. 

Pipe 

1% in. Hose 

6 in. 

.25 gal. 

Feign 

58 00 

Fence 

mmm 

2 

8 44 

2 44 

Itf “ “ 

0 “ 

.38 44 

Fellah 

VFjvija 

Fellow 

85 00 

8 

854 “ 

254 44 

*• 

154 44 44 

6 44 


Feigned 

07 00 

Fencible 

98 00 

4 

4 44 

2J4 “ 

«« 

154 “ M 

6 44 

.65 44 

Feline 

75 00 

Fencing 

115 00 

6 

4J4 44 

8 44 

•« 

2 44 44 

6 44 

.83 44 

Felony 

90 00 

Fender 

135 00 

6 

6 44 

4 44 

•« 

2 X 44 44 

8 44 

1.90 44 

Feminine 

130 00 

Fennel 

E3E| 


In Telegrams use Cipher Words Designating Pnmps - See Code, pages 4 and b. 
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THE DEMING COMPANY, SALEM, OHIO. 


SPECIAL 

DOUBLE-ACTINQ FORCE PUrtP 

ON WROUGHT IRON BARROW 

WITH BRASS-LINED CYLINDER, RUBBER-BALL VALVES, AND WOOD LEVERS 

Fig. 620 



Fig. 620 represented by the cut la a Double-acting Lift and Force Pump of peculiar coo* 
itrnction. It is mounted on a Wrought-iron Barrow, with Wood Levers. The water-ways are 
large and direct, which facilitates the working of the Pump. It is simple and compact. The 
valves may be reached by unscrewing the nut of a bolt, which holds in place a door at either 
end of the combined valve chamber and bed plate. 

With the Wood Levers, from two to six men can operate this Pump at once. Its compact¬ 
ness and adaptability to a variety of purposes make it a very desirable Pnmp. It is excellent 
as a Fire Pnmp. as well as for irrigating purposes, where ditches and streams are available. 

A» listed. Fig. 620 it furnished with six feet of two inch spiral-wire Suction Hose, twelve 
ft. of VA in. Discharge Hose, Brass Hose Nozzle and Spray, Hose Couplings, Suction Strainer, etc. 

Fig. 621 is identical with Fig. 620 except that it has malleable iron brakes like the one 
shown on bottom of cut instead or the Wood Levers attached to the pump. This arrangement 
allows four to eight men to work on pnmp at once. 

Fig. 621 is furnished with the same hose and nozzle outfits as Fig. 620, described above. 
Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


Pnmp Complete 

Pump 

Cyl. 

Suction 
Fitted for 

Discharge 

Fitted for 

Stroke 

Weight 

Cipher 

Price 

Fig. 620 as shown in cut.. 
Fig. 621 as described. 

5 inch 

5 " 

2 in. Hose 
2 “ “ 

1% in. Hose 
VA “ “ 

8 inch 

8 “ 

300 lbs. 
340 “ 

Fickle 

Friction 

58 00 
64 00 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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44 SWAN-NECK ” VILLAGE FIRE ENGINE 

WITH GUN-METAL CYLINDERS 


The above cut represents a “ Swan-neck** style of Village Fire Engine which 
we are building in two sizes. These Engines are made in the most substantial 
manner, with reversible and Folding Brakes, arranged so that ten men can work on 
them at once. The Pump Cylinders are made of gun metal, with Valves of the 
most approved pattern, which allow a free passage of the water through them. 

The fifth wheel to the truck allows of turning the shortest corners. The Pump 
has two Cylinders, and a large Air Chamber, giving a continuous stream of water. 
The prices do not include Hose, which is extra. For prices on Hose, Couplings, 
Nozzles, etc., see Alphabetical Index. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

Send for Book of Testimonials. 


SIZES AND PRICES 


No. 

Size Cyl. 

Suction 
Fitted for 

Discharge 
Fitted for 

Stroke 

Capacity per 
Revolution 

Cipher 

Price 

4 

4% inch 

2% in. Hose 



.83 gal. 

Festive 

200 00 

5 

6 “ 

8 “ “ 



1.96 “ 

Festoon 

275 00 


In Telegnuna use Cipher Words Designating Pumps—See Code, pages 4 and 5, 

Digitized by LjOO^IC 










160 THE DEMING COMPANY, SALEM, OHIO. 


Size Cyl. 

Suction and Dis¬ 
charge Fitted for 

Stroke 

Capacity per 
Revolution 

IRON 

BRASS-LINED CYL* 

Cipher 

Price 

Cipher 

Price 

2% inch 

8 “ 

4 •• 

1J4 inch Pipe 

2 “ 

2% “ •• 

8 inch 
8 44 

8 " 


4 gallon 

/ 44 

4 11 

Entreat 

Entwine 

Entwist 

■ 

Entwisted 
E uncial e 
Envelope 

H 


Forked Rod Coupling for Wind Mill Connection, $2.50 extra list. 


N. B.—Alphabetical Index la in front, and Fig are Index in back, of Catalogue. 

Digitized by Google 


THE “TORRENT” DOUBLE-ACTING FORCE PUMP 

FOR FACTORY, WAREHOUSE AND RAILROAD USE 
J1f.4W 


The Valves of this Pump are made of Brass, and are so arranged that they can be easily takes 
out and replaced by simply removing the Face Plate of Valve Box. The Piston-rod is made of 
Bronze metal, and drip-cocks are provided to drain the Pump and prevent freezing. 

This Pump is a model of convenience and mechani al workmanship, and has no superior tor 
ffre protection, and other purposes for which it is adapted. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 

SIZES AND PRICES 


1888 
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THE “TORRENT”DOUBLE-ACTING FORCE PUMP 

FOR FACTORY, WAREHOUSE AND RAILROAD USE 


FI* 487 



Flfl. 487 is the same in construction as Fig. 486, shown on the preceding paget 
except that it is arranged for Power. 

The Speed this Pump should run is from 20 to 40 revolutions per minute; 
this, of course, would vary according to the height the water is forced. This 
Pump is an excellent one for use at Railway Water Stations, Factories, or 
wherever powt r can be obtained. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


8IZES AND PRICES 


No. 

Size 

Suction and 

Discharge 
Fitted for 

Stroke 

Capacity per 
Revolution 

IRON | 

BRASS LINED CYL. 

Cyl. 

Cipher 1 

Price 

Cipher 

| Price 

"2 

2 tf in. 

154 in. Pipe 

8 in. 
8 “ 


Enviable 

45 00 

Envoy 


4 

8 ” 

2 “ “ 

Envious 

55 00 

Eo'ian 

rniTEria 

6 

4 “ 

. 2H “ “ 

8 ” 

n 44 

Environed 

65 00 

Epaulet 



Forked Rod Coupling for Wind Mill Connection, $2 80 extra list. 


In Telegrams use Cipher Words Designating Pumps See Code, pages 4 and A, 
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THE 44 COLUMBIA” 
DOUBLE-ACTING FORCE PUMP 

WITH WOOD LEVERS 


FI*. 490 



Fig. 490 is adapted for use in Factories, Mills, Distilleries, Warehouses and for Railroads to 
furnish water supply. They are constructed with a view to great durability, the Piston and 
Piston-rod, Valves and Valve Seats being made of bronze The Valves are rubber faced. 

For the heaviest work by power we would recommend Fig. 491, shown on next page. The 
Valves may be reached with ease by simply unbolting the face plate of the Valve Box. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 told. 


SIZES AND PRICES 


Diam. of 

Length of 

* Suction and 
Discharge 
Fitted for 

Capacity 

| IRON 

| BRASS-LINED CYL. 

Cyl. 

Stroke 

tion 

Cipher 

Price 

Cipher 

| Price 

8 inches 

4 “ 

5 “ 

6 “ 

8 inches 

8 “ 

8 “ 

8 “ 

1 % in. Pipe 

2% “ •• 

8 “ " 

.49 gallons 
.87 

1.86 “ 
1.96 " 

Fighting 

Figment 

Figurative 

Filament 

65 00 
75 00 
90 00 
120 00 

Filbert 

Filched 

Filching 

Filed 



* Fitted for other sizes of suction and discharge Pipe, when so ordered. 
Forked Rod for attaching to Wind Mill or other power, $2.50 extra list. 


N. B.—Alphabetical Index is In front, and Figure Index in back, of Catalogue. 
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THE “COLUMBIA” 
DOUBLE-ACTING FORCE PUMP 


WITH PITMAN FOR POWKR 
Fig. 491 



Fig. 490 on the preceding page will give an idea of the construction of Fig. 491 illustrated 
above. The main difference between these two Pumps is in the construction of the Rod Guide. 

S |. 491 is made in larger sizes than Fig. 490 and is adapted for power only, being arranged with 
tman for operating by power of any kind. Specially adapted for Wind-Mill Hallway Service. 

Rules ana Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 1& 


SIZES AND PRICES 


Diam. 

of 

Cyl. 

Length 
of Stroke 

* Suction 
and Discharge 
Fitted for 

Capacity 

per 

Revolution 

IRON 

BRASS-LINED CYL. 

Cipher 

Price 

Cipher 

Price 

8 In. 


154 in. Pipe 

49 gallons 

Filing 

gra 

Filly 

72 00 

4 “ 


2 “ 

87 


Filial 

75 00 

Filmy 

82 00 

5 •* 


254 “ 

i m 

it 

Filially 

mm i 

Filminess 

97 00 

6 “ 


8 

1 96 

4 « 

Filibuster 


Filthy 

130 00 

8 “ 

14 “ 

15* 44 

74 

II 

Filigree 

78 00 

Filtration 

90 00 

4 “ 

14 “ 

2 “ 

1 81 

II 

Filler 

10L 00 

Final 

115 00 

5 “ 

14 “ 

254 44 

2 04 

11 

Filleted 


t inally 

135 00 

8 " 

14 “ 

8 

2 94 

a 

Filleting 

EEEil 

Finance 

175 00 


* Fitted for other sizes of suction and discharge Pipe, when so or iered. 
Forked Rod for attaching to Wind Mill, $2.50 extra list. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5, 
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IMPROVED HAND AND POWER PISTON PUMP 

WITH CRANKSHAFT, PULLEY AND HANDLE 
Vlf.585 



This Pump is constructed with Cylinder in the stock, the Plunger being 
operated by a steel Crank Shaft and Pitman, which are inclosed below the Air 
Chamber. Fig. 585 is well adapted for use in Cheese Factories and Creameries; it 
is suitable for raising water from shallow wells, springs and cisterns, by hand or 
power, and will force it to any point desired; or for filling Boilers, Tanks, etc. It can 
be used in Deep wells by attaching independent Cylinders, and will be so fitted 
when ordered. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. _ 


SIZES AND PRICES 


No. 

Size Cyl. 

Suction Fitted 
for 

Discharge Fitted 
for 

Stroke 

Pulleys 

Cipher 

Price 

4 
, 5 

8 inch 
- 

l$4 inch Pipe 

154 " K 

Iglnch Pipe 

5 inch 

6 “ 

15 x 4 
15x4 

Haddock 

Haggard 

25 00 
82 00 


V. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue 


Digitized by 


Google 
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IMPROVED HAND AND POWER PISTON PUMP 

WITH AIR CHAMBER. CRANK SHAFT. TIGHT AND LOOSE PULLEYS 



FI®. 590 is adapted for Power only. When especially ordered, we fit this 
Pomp with an independent crank for using by hand. 

It is adapted for shallow wells, or other places where the water supply is not 
over 25 to 28 feet below the Pump. It can be used in Deep Wells by attaching 
j>ne of our independent Cylinders. Fig. 590 will be fitted with stub rod, for Deep 
Wells, at same list prices when so ordered. Both Figs. 590 and 585 are used to 
advantage in Cheese Factories and Creameries. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size Cyl. 


Discharge 
Fitted for 

Stroke 

Pulleys 

Cipher 

Price 

4 

8 inch 

1 X A inch Pipe 

VA inch Pipe 

1 % “ M 

5 inch 

16x8 

Haggish 

80 00 

5 

8J4 “ 

m “ “ 

5 “ 

16x8 

Haggling 

87 00 


jn Telegrams use Cipher Words Designating Pumps —See Code, pages 4 and A 
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IMPROVED POWER PISTON PUMP 


WITH TIGHT AND LOOSE PULLEYS 
Flff. SSI 



Fig. 591 is similar in design to our Fig. 590, but is constructed for more severe 
duty. The Crank-Shaft extends entirely through the body of the Pump, with 
bearings on both sides, adding greatly to the durability of the Pump. It is very 
generally used in Creameries, Cheese Factories, Cotton Gins, Shops and Factories 
for pumping water from wells for the boiler supply tank. For Deep Wells we 
supply it with an independent Cylinder of suitable size for the additional cost of 
the Cylinder. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 


SIZES AND PRICES 


No. 

Size 

Cylinder 

Suction 
Fitted for 

Discharge 
Fitted for 

Stroke 

Pulleys 

Cipher 

Price 

4 

3 inches 

1 )4 in. Pipe 

1J4 in. Pipe 

5 inches 

16x3 in. 

Habendum 

35 00 

5 

3# “ 

l'A “ “ 

DlBl 


16x3 “ 

Habitant 

42 00 

4 

3 “ 

Uzmmm 

Wkmm 

11 

24x3 “ 

Hackster 

40 00 

6 

s a » 

man 



24x3 “ 

Hairbell 

47 00 


N. B.—Alphabetical Index is in front, and Figure Index in baek, of Catalogue. 
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IMPROVED TWO-CYLINDER CREAMERY PUMP 


FORCEIJUN-UNED WITH TIGHT AND LOOSE PULLEYS 
Fig. 547 



To satisfy a demand for a simple and cheap non-corrosive Pump for power, 
to be used in Creameries, for elevating milk from one vat to another, we have de¬ 
signed our two-cylinder porcelain-lined Pump, Fig. 547, which is represented by 
the above engraving. 

It is the simplest possible form of Pump for the purpose. If it should be 
desired to use only one of the Pumps or Cylinders, the Pitman can be disconnect¬ 
ed from the other. As the outfit is made of two independent Pumps or Cylinders, 
the suction connections and discharge spouts from each cylinder are distinct and 
separate. This pump can be used for many other purposes than that specified in 
above description. 

Rules and Tables for Capacity Required Power and Speed of Pumps, pages 
11 to 16. • 


SIZES AND PRICES 


No. 

Cylinder 

Suction 

Stroke 

Pulleys 

cipher 

price 

2 

3 

3 inch 
9)4 “ 

1 X inch Pipe 
IX “ * 

3 inch 

3 " 

Hi 

Hiccough 

Hamite 

25 00 

30 00 


In Telegrams use Cipher Words Designating Pumps— See Code, pages 4 and 5. 
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THE DEMING COMPANY, SALEM, OHIO. 


SPECIAL POWER PISTON PUMP 


WITH ADJUSTABLE STROKE 
FOR HAND OR POWER 

Fig. 552 



This Pump when made with brass cylinder and air chamber is especially 
adapted for pumping wine and cider, oils, acids, hot liquids, etc. It is also made 
with iron cylinder and air chamber, for ordinary service. It may be operated by 
hand or power, and has adjustable crank connection for changing the length of 
stroke. It has brass check valves for both outlet and inlet. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Fi«. 

Size Cyl. 

Stroke 

♦Suction and 
Discharge 


AND A. C. 

BRASS CYL 

. AND A. 0. 

Cipher 

Price 

Cipher 

Price 

552 

3 inch 

2 to 6 inches 

l x /i inch 

Gradus 

40 00 ' 

Graduated 

50 00 


♦Pitted for Iron Pipe or Hose; but as listed this Pump with Iron Cylinder is fitted for Pipe 
and with Brass Cylinder has hose fittings, unless otherwise ordered. 

IK, Ifc—Alphabetical Index Is in front, and Figure Index in beck, of Catalogue. 
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THE “CHANT" 

DOUBLE-ACTING POWER TANK PUMP 

WITH TIGHT AND LOOSE PULLEYS 
Wig. 619 


Suction 
fitted for 
Pipe 


IKON 


Stroke 


Cipher 


Price 


Cipher 


Price 


5-in. 

5-in. 


2 in. 
2 in. 


24x3 

36x3 


Fakir 

Fame 


Fake 

Fault 


65 00 
75 00 


1ft Wumy mm OtpWr Wofd* OMlfnattnf Pomps— Bern Code, page* 4 aad 5. 

Digitized by Google 


Hg. 619 ) represented by the annexed cut, is similar in its working parts to 
cmr Giant Thresher Tank Pump, Fig* 664 , shown elsewhere. The frame,'which 
embodies the Piston guides and Shaft boxes, has a solid base on outer end, the 
other being fastened to the Cylinder head of Pump. 

It is a most compact and durable outfit, and, as the pulleys are large, gear* 
Ing is dispensed with. For ordinary water supply service in factories, and for 
filling Power House tanks, where the capacity is sufficient, the Giant Power 
Tank Pump is a most useful machine. The Valves can readily be taken out for 
repairs when necessary. 

As listed below, this Pump is furnished with two sizes of pulleys. For 
25 foot head, or under, the 24-inch pulleys can be used, but for 25 to 50-foot head 
we would recommend the 36-inch pulleys. This Pump may be run at 30 to 50 
revolutions per minute. 

Rules and Tables for Capacity, required Power and Speed of Pumps, pages 
zi to 16. 

8IZES AND PRICES 


60 00 
70 00 


BSAS8 LINED CYL. 
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POWER ROTARY OIL PUMPS 


I?* 677 and 678 



(Cut represents Fig. 678 .) 


The Power Rotary Pump represented by the cut is designated as Pig. 678. 
The difference between Fig. 677 and Fig. 678 is that Fig. 677 has in place of 
air chamber and side discharge simply a flange and upward discharge. 

These pumps are designed for moving large quantities of oil against a 
maximum pressure of about 25 lbs. The Pump has a Patented Conpensating 
Gear Drive for the cams. This feature permits foreign substances, such as 
small pieces of wood, scraps of leather, etc., to pass through without injury to 
the pump, a feature not possessed by any other Rotary Pump with gear driven 
cams. The capacity is one gallon per revolution. 

These pumps are largely used by oil refiners and pipe mills, and can be 
operated by gasoline engine or other power. They are made especially for 
handling oil, but can be used for pumping water when same is clear and free 
from grit The prices are for Iron Pumps . 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Suction Discharge Pulleys 
r1 ®* Inches Inches Inches 


N. B.—Alphabetical Index Is In front, and Figure Index In back, of Catalogue. 
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IMPROVED 

POWER ROTARY FORCE PUMP ON FRAME 

WITH TIGHT AND LOOSE PULLEYS 


PiS* ATT 



Fig. 577, a Power Rotary Force Pump, on Iron Frame, is designed for the vat 
of Oil Refiners, Distillers, Creameries, Brewers, Wine Producers, Varnish Makers, 
Meat Packers, etc., in fact wherever water or other liquid must be rapidly elevated 
by power. This Pump can be used against a pressure of 40 pounds to the square 
inch, which renders it particularly useful for discharging into an elevated Tank, 
also as a Fire Pump for use about Factories, Warehouses, etc., where power is 
obtainable. It will throw water from 100 to 150 feet horizontally. In discharging 
To a Tank, the cap, as shown in cut on upward discharge, should be placed on 
the spout. For pumping acids, the Bronze Pumps should be used, and when in¬ 
tended for hot liquids, they should have Metallic Check Valve. Drip-cocks are 
provided to prevent freezing. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Suction 
Fitted 
for Pipe 

Discharge 
Fitted 
for Pipe 

Size 

Pulleys 

Discharges 
at 100 Rev. 
per Minute 

IRON 

BRONZB CASE 
AND CAMS 

♦bronze 

Cipher 

Price | 

Cipher | Price 

Cipher Prise 

1 

2 

8 

4 

5 

6 

l^inch 

« 

2 “ 

2 “ 

8 “ 

1 inch 

1 “ 

SI :: 

2 “ 

2H “ 

7 *2# 
7 j2% 
7 x2J4 
11 x3 

11 x3 
1454x4 

11 gal. 

15 " 

20 “ 

25 “ 

36 “ 

48 " 

Gazetteer 

Gelatine 

Gender 

Generate 

Generous 

Genesis 

27 00 
82 00 
38 00 
48 00 
54 00 
80 00 

Genial 

Genitive 

Genius 

Genteel 

Gentility 

Gentleman 

49 

56 

68 

78 

90 

135 

»0 

DO 

00 

00 

DO 

DO 

Groper 

Grotto 

Grovel 

Growler 

Grozzer 

Gruffly 

60 00 
65 00 
75 00 
100 00 
120 00 
175 00 


These Pumps are fitted for Iron Plpe^but will be fitted for Lead Pipe or Hose when so ordered. 
* All Bronze except Base, Platform, Pulleys and Bearings. 


Is SMagnuns on Cipher Words Designating Pomps—See Code, pages 4 and 5. 
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ROTARY FORCE PUMP 


WITH LIGHT FLY-WHEEL 


This cut represents Fig. 574, a Rotary 
Vorce Pump, in all respects similar to Fig. 
575, except that the Fly-wheel is lighter 
and the base is shorter than in Fig. 575. 


Suction 
Fitted 
'or Pir <3 


Discharge 
Fitted 
for Pipe 


Discharges 
at 50 Rev. 
per Minute 


^BRONZE 


Cipher 


Gadwall 

Gaffer 

Gairish 


ROTARY FORCE PUMP 

ON FLAT BASE 


with a cast hub projecting below. In its 
working parts, Fig. 5/8 is the same as Figs. 
574 and 575. 

Both the Suction and Discharge are 
fitted for Hose Couplings, but will be fitted 
for Iren or Lead Pipe, if so ordered. 

Rules and Tables for Capacity, Required 
Power and Speed of Pumps, pages 11 to 16. 


* The Bronze Pumps are all Bronze Mttal, except Base and Fly-wheeL 

N. B—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 


Digitized by 


IRON 

BRONZE CASE 
AND CAMS 

Cipher 

Price 

Cipher 

Price 

Garnishee 

Garniture 

Garretted 

19 00 
22 00 
26 00 

Garretting 

Gashed 

Gashing 

41 00 
46 00 
51 00 


No. 

Suction 

Discharge 

Discharges 

IRON 

BRONZE CASE 
AND CAMS 

•bronze 


for Hose 

for Hose 

per Minute 

Cipher 

Price Cipher 

Price 

Cipher 

Price 

1 

1 inch 

1 inch 

554 gal. 

Garland 

19 50 Gaulish 

41 50 

Galbau 

51 00 

2 

l l 4 “ 

1 

756 “ 

Garlic 

22 50 Garrison 

46 50 

Galenic 

56 00 

3 

i h : 

i va 

10 “ 

Garment 

26 75 Garrulity 

51 75 

Galipot 

64 00 

4 


l l A “ 

1254 “ 

Garnet 

36 50 Garrulous 

67 00 

Galerite 

89 00 

5 

2 

2 “ 

18 

Garnish 

42 00 Garter 

77 50 

Galvanic 

107 00 
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ROTARY HOUSE FORCE PUMPS 

WITH WALL BRACKET 
Fig* 570—With Crank 

This cat represents Fig* 579 Rotary 
Force Pump, which in its working parts 
is identical with Figs* 574 and 578 , but 
it has a crank instead of fly-wheel, and 
is fitted with brackets for attaching to 
post or wall. 


Fig 581—With Fly-wheel 


Fig* 581, shown by the annexed cut, 
is exactly like Fig. 579 , except that it has 
a fly-wheel with handle instead of a 
crank. 


The suction connection of Figs. 
579 and 681 is regularly fitted for iron 
pipe, but will be fitted for lead pipe or 
hose at a slight additional cost, when so 
ordered. 

Rules and Tables for Capacity, Re¬ 
quired Power and Speed of Pumps, pages 
11 to 16 . 




SIZES AND PRICES 


Fitted for Pipe 

Capacity 
at 50 rev. 
per min. 

Fig. 579 

Fig 581 

IRON 

BRONZE CASE 
AND CAMS 

IRON 

BRONZE CASE 
AND CAMS 

Snct’n. 

Disch’g. 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

1 in. 

1 in. 

5V4 gals. 

Grilly 


Grievous 


Grimace 


Grinner 

4100 

1 44 

1 44 

7 % :: 

Grieving 


Griffon 


Grimly 


Griper 

4600 

IK “ 

IX 44 

10 44 

Griever 


Grillade 


Grimsir 


Gripple 

5100 


In Telegrams use Cipher Words Designating Pumps — See Code, pages 4 and 5. 
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IMPROVED HAND ROTARY FORCE PUMP 

WITH FLY-WHEEL AND CRANK 


I****. 575 



Flo. 676 is a positive Suction and Force Pumpt 
metallic fitted, especially adapting it for the re¬ 
quirements of Brewers, Wine Producers, Distill 
ers, Gas Companies, etc. 

Our Rotary Pumps are constructed with the 
greatest care, the Cases and Cams of each size 
being made to exact gauges and templets. The 
peculiar construction of the Rotary Pump re¬ 
quires the utmost ccuracy in fitting every part 

For pumoing 0*1, fermented and acetous 
liquids, the Pump is very efficient; and for pump¬ 
ing hot or cold water it can be used in place of 
the ordinary Piston Pumps. When used for 
pumping acids, the working parts should be 
made of Bronze Metal. For pumping hot liquids 
we arrange it with a Metallic Check Valve, with¬ 
out extra charge. 

Rules and Tables for Capacity, Required 
Power and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

tSuction 
Fitted 
for Pipe 

fDischarge 

Fitted 
for Pipe 

Discharges at 

IRON 

BRONZB CASH 
AND CAMS 

+BBONZB 

per Minute 


^23 

Cipher 

Price 

Cipher 

Price 

1 

2 

3 

4 

5 

6 

VA inch 

2 “ 

8 “ 

1 in 

¥ 

254 

ch 

554 gal. 

754 “ 

10 “ 

12}4 “ 

18 “ 

24 “ 

Gallantry 

Gallery 

Gallop 

Gallows 

Gambol 

Gamester 

20 00 
23 00 
27 00 
35 00 
40 00 
50 00 

Gammon 

Gander 

Gangrene 

Gangway 

Gargle 

Gargoyle 


Gauzy 

Gavel 

Gawky 

Gayety 

Gecko 

Geminy 

52 00 
57 00 
64 00 
87 00 
105 00 
140 00 


Nos. 4, Band 6 furnished with 36 inch Fly-wheel if desired at $4.&oeach extra. 


fThese Pumps are fitted for Iron Pipe, but will be fitted for Lead Pipe or Hose, when M 
ordered. 

•The Bronze Pumps are all Bronze Metal, except Base and Fly-wheel. 


N. B.— Alphabetical Index is in front, and Figure Index in back* of Catalogue. 
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IMPROVED HAND ROTARY FORCE PUMP 

WITH BARREL ATTACHMENT 


Fig- 576 

A 



To dealers in Oils and Liquors, this Pump is of great utility. With it the 
liquid can be transferred from the cellar to any part of the building. It is a posi¬ 
tive Suction and Force Pump; is simple in construction and is easily operated. 
With each Pump is furnished a Goose-neck Spout attachment, Barrel attachment, 
with Suction Pipe 3 feet long and Hook. Hose is not furnished with Pump as 
listed, but we can furnish it in any lengths. When ordered, we furnish Brass or 
Copper Suction Pipe. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

~ 

Suction 

Fitted 

forPipe 

Discharge 
Fitted 
for Hose. 

Discharges 
at 50 Rev. 
per Minnie 

IKON 

BBGNZE CASE 

AND GAMS. 

*B£ONZB 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

2 

8 

1 inch 

1 “ 

IX “ 

1 inch 

1 “ 

1* “ 


Gaseous 

Gasometer 

Gasped 

m 

HU 

n 

bh 



The parti of the Pomp coming in contact with the liquid are made of Bronze. ' 


In Telegrams uie Cipher Words pjafcignattng Pumps — Sen Code, pages 4 and 5, 
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IMPROVED POWER AIR COMPRESSOR 

OR VACUUM PUMP 

WITH WATER JACKET AND BELT FLY-WHEEL 
lig.680 



Fig. 680, Air Compressor, for forcing air into receivers, has a wide range of 
usefulness. It is particularly valuable as a means of starting Gas and Gasoline 
Engines. Within its range of capacity, it may be used in connection with dry 
pipe sprinkler systems. Bicycle shops, chemical works, etc., find them useful. 
They are also used by artists, dentists, physicians, and in hospitals. 

This Pump is made in the very best manner, and from the best materials. 
It has cast steel crank shaft, large genuine babbitt bearings, heavy belt fly¬ 
wheel, malleable connecting rod, double packed piston, water jacketed cylinder, 
steel valves and brass valve seats. It has practically no clearance, allowing a 
pressure of 150 pounds and a speed of 125 revolutions per minute. A handle is 
provided for use when operated by hand. Fig. 680 can also be used as a Vacuum 
Pump. 

Rules and Tables for Capacity, Required Power, and Speed of Pumps, pages 
11 to 16 . 


PRICE LIST 


Diam. 


P 


Stroke 


Displace¬ 
ment Free 
Air per 
Revolution 

Revo¬ 

lutions 

per 

Minute 

Maxi¬ 

mum 

Press¬ 

ure 

Suc¬ 

tion 

Pipe 

Dis¬ 

charge 

Pipe 

Water 

Jacket 

Inlet 

and 

Outlet 

Belt 

Fly- 

Wheel 

Cipher 

23* 

125 

150 

,**?• 

% in. 

* in. 

18x3 

Hunger 

48 

125 

150 

* “ 

Kd ** 

24x4 

Huntsman 

75* 

125 

150 

IX " 

1 “ 

(7 u 

30x4 

Hurden 


Price 


00 

90 

125 


N. B.— Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED RAILWAY GATE PUMP 



The Railway Gate Pump shown above is of a late design for operating 
Pneumatic Gates and has been thoroughly tested and approved in service. It 
may be used either for Vacuum or Pressure as desired, with equal ease and 
efficiency. The Pump Barrel is of close grained, gray iron, carefully finished 
throughout. The Piston is furnished with a cup leather ring, and is so designed 
that there is very little clearance or dead space. The Pump Cylinder is 8 inches* 
in diameter and has a stroke of 12 inches. The Cap bearing the Lever Yoke and 
links is so fitted as to swivel in any direction simply by loosening four nuts. This 
arrangement allows the Pump to be adapted to cramped situations where necessary. 
The Valves are of the wing type, Leather Faced and are both contained in the 
Valve Chamber, which is flanged to the body of the Pump, as shown in the cut. 
The Valves are easily accessible by removing the cap above them The Pump is 
so fitted that no pipe joints need be broken to get at the valves or to make any 
necessary repairs. The Valve Chamber is entirely clear of the floor, _so that no 
special blocking nefed be arranged for in setting the Pump. The Brake Lever is 
48 inches.long. This Pump is adapted for any pressure to be used on gate service 
and especially designed for ease of working and maintenance. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16 . 


SIZES AND PRICES 


CYLINDER 

PIPING 

Cipher 

Price 

Diameter 

Stroke 

Inlet 

Discharge 

5 inch 

8 “ 

10 inch 

12 “ 

% inch 

1 “ 

K inch 

Hakot 

Hakim 

35 00 

50 00 


Note.—P ump is furnished with Brake Lever not shown in cut. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and S* 
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COMPRESSION AND VACUUM PUMPS 


FOR COMPRESSING OR EXHAUSTING AIR 


FIs* S57 With Brake for Hand 



These Pumps are constructed with Brass-lined Cylinders, solid Brass Plungers 
and Brass Valves. On the up stroke of the Plunger the air is taken in the cylinder 
at the Inlet Valve, and on the down stroke it is forced out at the Outlet Valve. 
These Pumps will discharge air against a pressure of 50 pounds to {he square 
inch. When used as a Vacuum Pump, the vessel to be exhausted of air is con¬ 
nected with the Inlet Valve, and, as an Air Compressing Pump, the vessel is 
attached to the Outlet Valve. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 told. 


SIZES AND PRICES 


Size Cyl. 

Inlet Valve 

Outlet Valve 

Stroke 

| Fig. 657 

Fig. 658 

Opening 

Opening 

Cipher 

| Price 

Cipher 

Price 

6 inch 

IX inch 

IX inch 

12 inch 

Hackneyed 

raa 

Hustling 

45 00 


H. B.—Alphabetical Index la In front, and Figure Index In hack, etf Oatalogna. 
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"LITTLE GIANT” 

HYDRAULIC PRESSURE TEST PUMP 

FOR TESTING BOILERS, CYLINDERS. PIPES* ETC. 
FIs. 566 



The above cut represents our new Hydraulic Pressure Test Pomp f<n 
determining the pressure strength of Boilers, Pipes, Pump Cylinders, etc. With 
this Pump and a suitable Gauge, the pressure strength of Boilers, etc., can be 
tested up to 800 lbs. to the square inch. The working parts of the ** Little Giant** 
Test Pumps are made entirely of bronze. 

Rules and Tables tor Capacity, Required Power and Speed of Pumps, pages 
11 to 16 . 


SIZES AND PRICES 


Size of 
Piston 

nn 

Length 
of Lever 

Suction 

Pipe 

Discharge 

Pipe 

| WITHOUT GAUGB | 

| WITH GAUGB 

Cipher 

Price 1 

Cipher 

| Price 

flinch 

i 

3 inch 

24 inch 

% inch 

Yz inch 

Horseman 

25 00 

Hulling 



N. B.—Every part of this Pump is constructed in the most substantial manner, so that 
eater pressure can be obtained by using a longer Lever, which can be easily made of Bai 
m or Steel, the Lever Socket being adapted for the change. 


In Telegrams use Cipher Words Designating Pomps—See Code, pages 4 and 5. 
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IMPROVED BRASS AIR PRESSURE PUMP 


Fig. 565 is a very compact and . useful Air Pump. 
The principal working parts (Cylinder and valves) are 
made oT Brass; the Piston-rod of polished Steel. 

It can be used for compressing air in a Tank oi 
Barrel to force any liquid through Pipes, or to force out 
obstructions from waste Water Pipes. It will occupy 
about 6 inches square on the counter or shelf where it 
may be located. The height is only about 12 inches. 


Cipher 


Humble 


AIR PRESSURE PUMP 


WITH IRON FOOT REST 


Our Pneumatic Pump, Fig. 562. Is used for compress 
ing air, in raising liquids, such as Illuminating Oils, Beer 
Ale, etc. The Cylinder is made of Brass Tubing. The Valve 
are ground in, so they are perfectly air-tight. We furnisl 
Pumps with or without Stop-Cock, as listed below. 

All parts are made of brass except the Frame, Foot-rest 
and Piston-rod. 

Rules and Tables for Capacity, Required Power and Speed 
of Pumps, pages 11 to 16. 


PRICE WITHOUT STOP-COCK 


PRICE WITH STOP-COCK 


Cipher 


Cipher 


Humanely 


Air-Pump 


Human 


N. B.—Alphabetical Index it in front, and Figure Index in back, of Catalogue, 


Digitized by 


Diameter of 
Cyl. 

length of 
Stroke 

2 inches 

18 inches 


Size Cyl. 

Stroke 

Height 

3 inch 

3)Z inch 

12 inches 









THE DEMING'COMPANY, SALEM, OHIO. 


181 


AIR PRESSURE PUMPS 

ALL BRA88 


Fig. 688 



Brats Air Pressure Pump Gas Fitters’ Proving Pump 


The above cuts represent, Fig. 563, our Brass Air Pressure or Vacuum Pump; 
and Fig. 564, Gas Fitters* Proving Pump. They are made of Brass, with Metallic 
Valves, and are constructed in the best possible manner. 

Rides and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Fig. 663, Brass Air Pump 


* Fig. 664, Gas Fitters' Proving Pump 


Size Cyl. 

Stroke 

Cipher 

Price 

Size Cyl. 

Stroke 

Cipher 

Price 

2 inch 

6 inch 

Humanize 

15 00 

2 inch 

10 inch 

Humility 

10 00 


• Fig. 564 furnished with Mercury Gauge and 3 feet Rubber Tubing, complete, $10.00 extra 
Hat. Spring Gauge, complete, with 8 feet Rubber Tubing, $10.00. 

In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 6, 
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STANDARD PLUMBERS’ FORCE PUMP 



FOR FORCING OUT WASTE PIPES 


Ft*. MO 

Hose k attached to the discharge and la 
connected to the Pipe to be operated upon; 
the Pump being placed in a Bucket or other 
vessel containing water. 


SIZE AND PRICE 



Discharge Fitted for 

Cipher 

Price 


x inch Hose 

Hatter 

10 00 


STANDARD GAS FITTERS’ DRIP PUMP 



FOR EXTRACTING WATER FROM GAS DRIPS 
Vis. MI 


SIZE AND PRICE 


Fig. 

• Suction Fitted for 

Cipher 

Price 

561 

X inch Pipe 

Haughty 

12 00 


* Fitted for 1 inch Pipe; but always for X iuch, as Ustadt 
unless otherwise ordered. 


N. B.—Alphabetical Index is In front, and Figure Index in back, of Catalogue. 
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EtC. 639 



THE " P. & H ” 

SANITARY FORCE PUMP 

Fig. 639, “ P. & H ” (Plumber and Helper) Force Pump, is a 
boon to the householder, as it saves him the time and annoyance of 
sending for a plumber every time the sewer trap in wash basin, bath 
tub, etc., gets stopped up. 

To operate, the basin is filled with water, and the rubber half 
ball, which fits in the waste opening, and has discharge through it, 
is held firmly in place while plunger is operated. The suction being 
above the rubber, allows water to be used from the basin, and in 
nine cases out of ten the complete cleaning of pipes is effected. 

Every plumber and dealer should carry these Pumps in stock. 

PRICE LIST 

Fig. 639, “P. & H.” Brass Sanitary Force Pump, with spher¬ 
ical rubber discharge plug.(Cipher, Hatting ) 5 00 


iriPROVED 

HAM PRESERVING PUMP 



Fig. 694 


The Pump represented by the an¬ 
nexed cut is adapted for curing hams by 
means of forcing a pickle or liquid 
preparation into them. This pickle per¬ 
meates every part of the ham, and will 
cure it in a very short time, in any sea¬ 
son of the year. This Pump is compact 
and powerful in its operation. The 
working parts are made of Brass, and the 
Injecting Needle Point is nickel-plated. 

SIZE AND PRICE 


Fig. 

Suction 

Hose 

Discharge 

Hose 

Wgt. 

Cipher 

Price 

694 

3ft.of in* 

3 ft. of l A in. 

34 lbs. 

Huller 

15 00 


fn Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 6. 
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THE “SUCCESS 99 FIRE PROTECTOR 

MALLEABLE HANDLE. REMOVABLE PUMP 
Vif. 668 



While this outfit has been designed essentially as a fire protector, it may 
also be used in spraying, washing windows and buggies, the application of white¬ 
wash to buildings, etc. It consists of our Success Brass Pump placed in a 
galvanized iron tank holding five gallons. The tank has a valve at the bottom 
which enables the operator to fill it from a barrel easily and quickly. The 
pump is provided with a special fire nozzle and will throw a solid stream oj 
water fifty feet . It is thus a handy fire engine always‘at hand. 

After a trial of many fire extinguishers which are on the market, in our own 
factory, we have discarded them all for the apparatus here shown. Many other 
factories have done the same, and have purchased this outfit as being the most 
satisfactory fire protector on the market. 

This apparatus is used to the best advantage by placing on or beside a 
barrel filled with water (any druggist can give recipe for a brine solution that 
will not freeze), and if barrels for this purpose, each with a Success Fire Pro¬ 
tector, are placed in convenient locations about a mill, mine, warehouse or 
factory a most efficient and economical means of fire protection is secured. 

PRICE LIST 

Fig. 668, complete, as shown in cut,.(Cipher, Kernel) 9 00 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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SPECIAL POWER ROTARY OIL PUHP 


WITH> EXTENDED SHAFT 
FOR LUBRICATING MACHINE TOOL8 
Fig. 580 



Fig# 580 represented by the annexed cut is a Rotary Force Pump which has 
been designed to meet the requirements of machine tool manufacturers, for lubri¬ 
cating special screw threading and tapping tools. A bracket is attached to the 
pump, by means of which it may be bolted to the machine. 

This Pump may also be used for pumping small quantities of water for house 
supply where it can be operated by electric motor or other power, such as small 
gas engine. It is compact and takes up but little space. The pump should not 
be set more than 10 to 15 feet above the liquid, preferably as near to it as possi¬ 
ble. It will force water or oil to a height of 75 to 100 feet above the supply. 

This little pump can be run with safety as high as 150 revolutions per minute, 
but 100 is about the proper speed. It is made in bronze only on special order. 
The diameter of shaft is % inches, and the length 2# inches from stuffing-box 
to outer end. 

A pulley of proper size should be attached to the shaft and the Pump 
Bracket fastened rigidly to the machine tool if thus used, or to a wall or upright 
timber if used for water supply as suggested above. 


PRICE LIST 


Section 

Discharge 

IcaD&city per Min. 

IRON 

BRONZB 

Fitted for 

Fitted for 


Cipher 

Price 

Cipher 

Price 

f 

inch Pipe 

1 gallon 

Garrot 

15 00 

Garroter 

25 00 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5. 
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HAND BOILER FEED PUMPS 

RIGHT OR LEFT HANDED 


n»M9 FI*. 58V 



These Pumps are especially made for supplying water to boilers in Steam 
Heating Work, and wherever a Hand Pump can be utilized for a low pressure 
steam boiler. 


When required for pumping hot water we make these Pumps with Metallic 
fittings, as per list below. When used for hot water the Pump should be located 
as near the water as possible. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 



Size 

Cyl. 

Suction 

Fig. 567 

Fig. 587 

.Description 

charge 
Fitted for 

Plain Valves 

Metallic Valves 

Plain Valves 

Metallic Valves 



Pipe 

Cipher 

Pr.ce 

Cipher 

Price 

Cipher 

Price 

Cipher 

Price 

With Check Valve 
Without “ “ 

2 in. 
2 “ 

1 in. 

1 “ 

Habiliment 

Haberdasher 

1000 

800 

Hackneying 

Hacked 

1200 
10 00 

Habitual 

Habit 

tW\ 

Hackney 

Hackle 

1200 

1000 


V* B.— Alphabetical Index is in front, and Figure Index in back, of Cttalofih 
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STEAM BOILER FEED PUMP 

WITH STUB END FOR POWER 
FIS.S88 



Fig. 588 Is the Standard Plunger pattern Boiler Feed Pump. It is Metallic 
Fitted, suitable for pumping Hot or Cold Water. It is simple, durable and efficient 
and is commonly attached to Power by extending Piston-rod to Counter Crank 
Shaft, or a face plate on the end of Main Shafting. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. _ 

SIZES AND PRICES 


No. Size Piston Sucticm Fitted Discha^e Fitted stroke 


WITH BRASS CHECK VALVES 

Cipher I Price 



In Telegrams me Cipher Words Designating Pump* See Code* page* 4 and 5 , 
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THE DEMING COMPANY, SALEM, OHIO. 


IMPROVED BELTED BOILER FEED PUMP 

WITH ADJUSTABLE STROKE, TIGHT AND LOOSE PULLEYS 
FI*. 589 



Fig. 689 is our new boiler Feed Pump for small powers. It is very compact 
and rigid, as may be seen by examination of the cut. This pump is built in three 
sizes as listed. It is furnished with fast and loose pulleys, and will pump against 
a pressure of 70 pounds to the square inch or less. The stroke is adjustable, the 
lists showing maximum. It is furnished complete with Brass Check Valves. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Diameter Cylinder 

Longest Stroke 

Suction 

Discharge 

Pulleys 

Cipher 

Price 

2 inch 



1 inch 

14 x 3 

Hamster 


2H “ 



1 “ 

16 x 4 

Hansel 


3 “ 



1M “ 

18 x 4 

Hansom 



N. B.—Alphabetical Index if in front, and Figure Index in back, of Catalogue. 


Digitized by Google 

















THE DEMING COMPANY, SALEM, OHIO. 


189 


STEAM-BOILER FEED PUMP 

WITH PULLEYS. FOR HAND OR POWER 
FI*. 592 



Fig. 592 is made with a substantial wrought-iron Handle on the end of Crank¬ 
shaft, opposite the Face-plate, so that the boiler can be filled by hand when neces¬ 
sary. The Crank-shaft has a bearing on each side of the Pulleys. The Plunger, 
Piston and Valves are Brass. 

Common practice requires 8 Gallons of Water per Horse-power per hour for 

Boiler Feeding. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 



In Tekfrsim use Cipher Words Designating Pumps—Sea Coda ] 
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THE DEMING COMPANY, SALEM, OHIO. 


THE 44 TRIUMPH 99 
DOUBLE-ACTING FORCE PUMP 


WITH CUT GEARING 
Flf.609 



Fig. 609 shows our Geared “Triumph*' Pump, with Tight and Loose PulleySL 
for heavy pressure. The Pump is bolted to a heavy frame, the Crank Shaft, Rod 
Guide, Yoke and Pitman are so arranged as to keep the Piston always in line with 
the Cylinder. 

In pumping against a pressure up to 100 pounds to the square inch this Pump 
should be run at the rate of 30 to 50 revolutions per minute. The Pump is geared 
to increase power three to one. 

When used for feeding Steam Boilers it should be so specified in the order, 
since for this purpose the Piston should be made of hard brass or bronze. The 
Piston-rod, the Valves and Valve Seats are always made of bronze, and the 
Cylinders are Brass-Lined, except in the “ Brass Cyl.” Pumps, which have all- 
brass Cylinder. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


No. 

Size 

• Suction 

Pipe 

Fitted for 

• Discharge 

Pipe 

Fitted for 

Stroke 

Size of 

Capacity 

per 

Stroke 

BRASS LINED 

BRASS CYL. 

Cyl. 

Pulleys 

Cipher 

Price 

Cipher 

[Price 

1 

2 

8 

4 

254 in. 
8 44 

4 44 

5 44 

a* 

a •• 

25* “ 

\V A in. 

P: 

4'A in. 
4% 44 
4% 44 
4'A 44 

16x4 in. 
16x4 44 
16x4 44 
16x4 44 J 

.39 gal. 
.27 44 
.48 44 
.76 44 

Fate 

Fatal 

Fatality 

Fateful 

75 00 
80 00 
85 00 
115 00 

Fatherly 
Fathom 
Fatigue 1 
Fatty 

H 


•Fitted for Iron P pe as listed, but when so ordered will be fitted for Hose. 

With Brass Spring Piston Nos. 1 and 2, $3.00; No. 3, $4.00, and No. 4, *6.00 extra list. In tel¬ 
egraphic orders add the word^ 4 ' Spring ” to the cipher word when Brass Spring Piston is wanted. 


IW—ATpfoabetlcal Index Is In front, and Figure Index in back, of Catalogue* 
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THE “GEYSER” 

HORIZONTAL DOUBLE-ACTING POWER PUMP 


WITH TIGHT AND LOOSE PULLEYS 
Fig. 604 



The “ Geyser ” Force Pump illustrated above is adapted for boiler feeding, 
tank service, irrigating and general water supply. 

The standard construction of the pump includes machine cut gears, tight 
and loose pulleys, grease or oil cups, babbitted bearings, brass-cased piston rod 
fibrous packed pistons, brass valve seats, stems and springs, and rubber valves. 
Cylinders are provided with removable brass liners. Crosshead runs in bored 
guide. All valves are readily accessible without disturbing pipe connections. 

When so ordered these pumps are made with all brass water end and with 
metallic spring packed pistons at extra price. 

As a general service Pump Fig. 604 cannot be excelled for the price. 


SIZES AND PRICES 


Pip ton 


Revolu¬ 
tions per 
Minute 

i 

Limit of 
Working 
Pressure 

Sizes of 
Pipe 

Gear 

Ratio 

Tight 

and 

Loose 

Pulleys 

Brass Lined 
Cylinder 

a 

td 

s 


Suc¬ 

tion 

H 

Cipher 

! Price 

6 

4 54 

.263 gal. 

35 to 45 

11.83 

140 lbs. 


iJ4 

5 to 1 

14x3 

Fixable 

10600 

4 

m 

.479 “ 

35 “ 45 

21.55 

120 “ 


1 % 

5 “ 1 

16x3 

Fixation 

110 06 

6 

6 

.988 “ 

30 " 40 

39.52 

140 “ 

25? 

2 

5 " 1 

20x5 

Fixedly 

mot 

e 

6 

1.436 *• 

30 “ 40 

57.44 

120 - 


3 

5 " 1 

24x5 

Fixity 

1200 00 


Is Telegnuni up Cipher Worn* tteslfnpijn? Cod*, p is 4 aai & 
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THE DEICING COMPANY, SALEM, OHIO. 


THE “TRIUMPH” DOUBLE-ACTING FORCE PUMP 

FOR POWER 


fit.608 



Fig. 603, our ‘•Triumph” Double-acting Force Pump, arranged for Power 
only, is made with Brass-lined Cylinder; the Valves, Valve Seats, Piston-rod, 
Plunger and other parts coming in contact with the water being made of Bronze 
Metal. For use in Railroad Stations, Factories, Breweries, Distilleries, etc., it 
will be found efficient and reliable. 

• The speed for this Pump is about 60 revolutions per minute, or less. Drip- 
cocks and primer on each Pump. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


8IZE8 AND PRICES 


No. 

Sire Cyl. 

•Suction 
Fitted for 

Discharge 
Fitted for 

Stroke 

BRASS LINED 

BRASS CYL. 

Cipher 

Price 

Cipher 

Price 

1 


1inch Pipe 

1 inch Pipe 

454 inch 

Fallible 

30 00 

Familiar 

58 00 

2 

8 “ 

«« u 

1 “ “ 

454 44 

Falsetto 

81 00 

Family 

58 00 

8 

4 “ 

154 11 4 * 

1* 44 44 

454 44 

Falsify 

33 00 

Famish 


4 

5 “ 

2 “ “ 

154 44 44 

5 “ 

Falter 

45 00 

Fanatic 

95 00 

5 

6 “ 

2J4 “ “ 

2 u “ 

5 44 

Falling 

55 00 

Fantasy 



* Fitted for Iron Pipe as listed, but will be fitted for Hose if so ordered. Furnished with 
fiat Air Chamber at same prices when so ordered. 

With Brass Spring Piston, Nos. 1 and 2. |3.00; No. 3, $4.00; No. 4, $6.00, and No. 5, $8.00 extra 
list. In telegraphic orders add the word “ Spring ” to the Cipher word when Brass Spring 
Piston is wanted. 

If. k-Alphsbstiesl Index is lh front, and Figure Index in bach, of Catalogue. 
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THE TRIUMPH ” 
DOUBLE-ACTING FORCE PUMP 

COMBINED WITH HORSE POWER 


Flf.«l> 



Rfl. 613. Horse Power and Pump combined. The Pump is similar to Fl 0 . 
603, a desirable arrangement for pumping from shallow wells or streams, for 
Irrigating and other purposes, where steam power is too expensive or not easily 
accessible. 

The working parts of the Pump are the same as Figs. 601, 602 and 603, t. <?., 
the Cylinder is brass-lined, the Plunger, Piston-rod, Valves and Valve Seats are 
Brass. Drip-cocks are provided for draining the Pump to prevent freezing. This 
Pump should be run at a speed of about 60 revolutions per minute. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICE8 


No. 

Size Cyl. 

• Suction 
Fitted for 

* Discharge 
Fitted for 

Stroke 

BRASS LINED 

BRASS CYLINDER 

Cipher 

Price 

Cipher | Price 

3 

4 

5 

4 inch 
6 “ 

6 “ 

1 >4 in. Pipe 

2 ** «* 

2J4 " “ 

1 % inch Pipe 
1# " “ 

2 « « 

4>4in. 
6 “ 
5 “ 

Fancier 

Fanciful 

Fandango 

■m 



* Fitted for Iron Pipe as listed, unless ordered for Hose. Furnished with 
fiat Air Chamber at same prices when so ordered. 


With Brass Spring Piston, No. 3, $4.00; No. 4, $6.00; and No. 6, $8.00, extra 
list. In telegraphic orders, add the word M Spring ” to the Cipher word whey 
Brass Spring Piston is wanted. 

In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and !• 
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THE DEICING COMPANY, SALEM, OHIO. 


HORSE POWER PUMPING OUTFIT 


WITH HORSE POWER GEARED TO ROTARY PUMP 
MSMNCD ESPECIALLY FOR IRRIGATION, DOMESTIC WATER SUPPLY, ETC- 

Fig. 706 



706 is adapted for domestic water supp* /or irrigating and for filling street sprinlc* 
Mr tanks, etc., etc. Two sizes of pumps are made to attach to the power, the smaller one giv¬ 
ing ,55 gallons per revolution, and the larger Pump 1.05 gallons per revolution of pump shaft. 
One revolution of the master gear gives 28 turns of the pump shaft. No. 1 outfit discharges 15.4 
gallons at each revolution of the master gear, and its capacity, the horse making 3% turns, is 
53.9 gallons per minute. The large Pump discharges 29.4 gallons at each revolution of the 
master gear, and the capacity of the No. 2 outfit, the horse making 3% turns, is 102.9 gallons per 
minute. By a test it was found that a horse could make four turns per minute if kept steadily 
at work. 

Unless otherwise ordered, the No. 1 Pump fs fitted for 3 inch suction pipe and 2M inch dis¬ 
charge pipe, and the No. 2 pump is fitted for 4 inch suction pipe and 3 inch discharge pipe. 

The Horse Power alone is designated as Fig. 700, and, as listed below, is furnished with¬ 
out Pump. It has very heavy shafts and .genuine babbitt bearings, and throughout is heavier 
than other powers on the market. It may be used with one or two horses. The master wheel 
has 84 teeth and the pinion 14; therefore, the pinion shaft makes 6 revolutions to one turn of 
the master wheel. 

SIZES AND PRICES 


No. 

Description 

Capacity per 
Revolution of 
Master Wheel 

Cipher 

Price 

1 

Horse Power and small Pump. 

15.4 Gallons 

Hurtel 

210 00 

2 

Horse Power and large Pump.. 

29.4 * 

Hurtful 

240 00 


FIG. 700 HORSE POWER, WITHOUT PUMPS 


No. 

Arranged for 

Levers 

Gearing 

Cipher 

Price 

' 1 

1 Horse 

10 feet 

6 to 1 

Huddle 

50 00 

» 

2 Horses 

10 " 

6 tol 

Hulled 

60 00 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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THE DEfllNQ TRIPLEX IRRIGATING PUflP 


FOR BELT OR HORSE POWER 



Tig. SO represents our Crank Covered Triplex Irrigating Pump. It is furnished with 
tight and loose pulleys and outboard bearing, as listed. This Pump is usually placed on tim¬ 
bers, and the outboard bearing is a separate piece, which can be readily fastened on the same 
base level. 

The sectional part of the engraving gives an idea of how readily the valves can be taken 
out for repairs. The base and cylinders are made in one casting. The large valve chamber 
cover may be removed very readily to get at the valves, and the shaft may also be removed by 
taking off the top cover, which is held on with through bolts. The shaft, packing box and end 
cap may be easily removed, and as the crank shaft is flanged and bolted together, it may bo 
taken apart and out without any trouble. The pulleys regularly furnished are 24 inches in 
diameter by 5 inch face, but other sizes will be furnished when ordered. The suction and dis¬ 
charge flanges are fitted for pipe as shown in the list. It is well to have a strainer or foot valve 
on the bottom of suction pipe. This Pump is adapted for discharging against a head of 100 
feet or less. It may be operated at 30 to 60 revolutions per minute, depending on the head it 
is to pump against. Usually, for irrigation, the water is delivered at a short distance above 
the Pump. This Pump is made in but one size, with 6 inch cylinder and 6 inch stroke. The 
amount of water required per minute per acre, for irrigation, varies in different sections, but 
ordinarily may be estimated at from three to five gallons per minute for each acre. This Pump 
can be operated by gasoline engine, steam engine, or horse power. As a complete outfit with 
horse power it is shown on next page as Fig. 81. 

Buies and Tables for Capacity, Required Power and Speed of Pumps, pages U to 18. 


DATA OF FIG. 30 



Bev. per ?? r 

Minute 


ieeedii 


Floor 

Pulleys Space of Cipher Price 
Base 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 8. 


Digitized by 


Google 


















196 


• 1 THE DEM1NG COMPANY, SALEM, OHIO. 


H0R5E POWER TRIPLEX IRRIGATING PUMP 

FOR MEDIUM DEPTH WELLE 


Fig. 31 



Fig. 31 9 the outfit shown in the above engraving, is made up of our Pig. 
700 Horse Power and Triplex Irrigating Pump, Fig. §0. As listed, and as shown 
in cut, it is furnished with sprocket wheel on pump shaft and sprocket wheel on 
horse power shaft, with chain for setting the Pump 30 feet in well. The extra 
list for chain for wells over 30 feet deep is given below. 

The horse power is geared to run about 32 revolutions per minute, the horse 
making about three and a half turns, and the Pump at this speed delivers about 
70 gallons of water per minute. 

As listed there is no suction or discharge pipe furnished. The description 
of Pump is given on the preceding page. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

DATA OF FIG. 31 

Fig. 81* comprising Fig. 700 Horse Power, for one horse , with 24 inch 
sprocket wheel, and Fig. 80 Irrigating Pump, with 16 inch sprocket 

wheels, and chain for 30-foot well.(Cipher, Oxfly) 250 00 

Fig. 81* same as above, but for two horses (Cipher, Oxymel) .260 00 

Extra for wells over 30 feet deep, price per foot of well (Cipher, Oxtail )..... 1 60 

N, B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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THE “ DEMING ” TWO HORSE 
POWER AND DOUBLE BARREL PUMP 


■Hg.908 



Fig. 703 is our Two Horse Power and Double Barrel Pump, Fig. 348, arranged 
for pumping out of wells with Wrought Iron Crank, Slings, Guides, etc. The prices 

g iven are for the outfits complete with Rods, etc., for wells 30 feet deep, but prices 
o not include either the Suction or Delivery Pipe. Roller Guides for the Rods to 
work through should be fastened to the wood work about every 12 feet. 

When the outfits are wanted for wells over 30 feet deep, we supply the Rods 
and Roller Guides at the extra prices per foot as given below. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


SIZES AND PRICES 


Diameter Cyl. 

Stroke 

Capacity per 

Suction and 
Discharge 
Fitted for 

Deepest Wells 
to which 
adapted 

BRASS-LINED CYL. 

Revolution 

Cipher 

Price 

2]% inch 

8 “ 

** ^ 

6 M 

6 * 

10 inch 

10 “ 

10 “ 

10 “ 

10 “ 

10 “ 

.42 gal. 

.61 “ 

.83 “ 

1.09 “ 

1.70 “ 

2.45 “ 

1 % inch Pipe 

2% “ “ 

2% “ M 

8 •• “ 

8J4 “ “ 

jbikjXiiNK 

Obliterate 

Oboe 

Obrogate 

Obserate 

Obtaining 

Obtuse 

220 00 
225 00 
250 00 
275 00 
825 00 
875 00 


Rxtraper foot for Rods, for wells over 80 feet deep: 

For 2% inch Pump. 0 80 

*• 8 “ “ . 80 

“ 8K “ “ .. 100 

4 “ “ . . 120 

M 6 “ “ . 160 

M • •* •• . 2 00 


la Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and & 
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THE DEMING COMPANY, SALEM, OHIO. 


THE “DEMING” 

HORSE POWER AND DOUBLE-ACTING PUMP 



Fig. 702 represents our Double-acting Force Pump, Fig. 491, attached to Horse Power. 
These pumping outfits can be used for wells up to 50 feet deep. We furnish the Power, Pump, 
Connecting Rod, Guides, etc., complete, as shown in cut, for wells 30 feet deep, at prices given 
below. Puces do not include an^ Suction or Delivery Pipe. When these Pumps are wanted for 
wells over 80 feet deep, we furnish them for any depth at extra prices per foot as given below. 
These Powers are for one or two hordes, and are furnished for one horse unless otherwise 
ordered. When wanted for two horses, we furnish them with extra poles, etc., as listed. 

Rules and Tables for Capacity, Required Power and Sp/*?d of Pumps, pages 11 to 10L 


SIZES AND PRICES 


Diameter Cyl. 

\ 

Stroke 

Capacity per 

Suction and 
Discharge 
Fitted for 

BRASS LINRD CYL. 


Cipher 

Price 

8 inch 

4 4 ‘ 

6 “ 

10 inch 

10 44 

10 44 

.61 gal. 

1.04 44 

1.70 44 

154 inch Piye 

254 44 44 

Oafish 

Oblate 

Opinicus 

145 00 
179 00 
19000 


Extra per foot for Rods, for Wells over 80 feet deep: 

For 8 inch Pump.. 0 00 

“4 “ 44 . 100 

44 6 44 44 .. 1 25 

The horse walking at an ordinary speed will give about 20 revolutions of the Crank Shaft net 
minute. 


B» By—Alphabetical Index is in front, and Figure Index In hack, of Catalogue. 
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THE DEillNG DEEP WELL HORSE-POWER 
PUMPING OUTFIT 


n* 704 



Fig. 704 is fully illustrated above. It is the simplest and most satisfactory 
Deep Well Horse-Power Pumping Outfit manufactured. It may be erected over 
a well without trouble. Fig. 319 double-acting iron cylinder, fitted for j^-inch 
iron pipe plunger rod, is used in connection with heavy norse-power and working 
head suspended from a substantial sub-base. 

The complete outfits, less pipe and plunger rod\ are listed below, with depth 
of well for which each is adapted. Pump makes 20 revolutions per minute at 
ordinary speed of horse. 

Rhles and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 

SIZES AND PRICES 


Diameter 

Cylinder 

Stroke 

Capacity 
per Revolu¬ 
tion 

Suction and 
Discharge 
flt’d for Pipe 

Depth Well 
Adapted 
for 

Cipher 

Price 

g*inch 

T :: 

8 

4 “ 

4 " 

7 inch 

10 “ 

7 “ 

10 " 

7 “ 

10 “ 

.24 gal. 

.34 - 
.43 “ 

.61 “ 

.76 “ 

1.08 “ 

2 inch 

2 “ 

2 “ 

2 “ 

» = 

100 feet 

100 “ 

75 “ 

75 “ 

50 “ 

50 14 

Hobby 

Hobble 

Hobit 

Hobnob 

Hobbist 

Hobiler 

110 00 

112 00 

112 00 

116 00 

114 00 

118 00 


Above Outfits are for one horse. For two horses add $10.00 to above lists. 


In Telegrams use Cipher Words Designating Pumps—See Code, pagee 4 and 4. 
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THE DEMING COMPANY, SALEM, OHIO. 


MINE AND DEEP WELL PUMP HEAD 


WITH PITMAN FOR POWER 
FI«.4M 



This Force Pump Working Head is especially 
adapted for use In mines, and Artesian or Deep Wells. 

The Suction pipe is attached to a Flange in the 
Base and the Discharge pipe to a Flange on the side 
of the Air Chamber. Artesian Well Brass Cylinders, 
Fig,. 311 and 324 , (shown elsewhere) are best adapted 
for use in connection with these Working Heads. 

We make two sizes of this Working Head, des*> 
ignated as Nos. 1 and 2; the former having ten inch 
and sixteen inch stroke; and the latter, sixteen, 
twenty-four and thirty inch stroke, as ordered. 

These Pump Heads may be fitted for or 

1 inch rod; or $£, or % inch pipe for Piston-rod; 
but No. 2 is always fitted with lj* § inch rod for y A inch 
pipe; and No. 1 with inch rod for J4 inch pipe, un¬ 
less otherwise ordered. 

Rules and Tables for Capacity, Required Power 
and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

•Suction 

Fitted for 

•Discharge 
Fitted for 

Length of Stroke 

Cipher 

Price 

1 

1 Vk inch Pipe 

1% inch Pipe 

10 inches 

Deceit 


1 

1V 

\\i “ “ 

16 “ 

Deceitful 

85 00 

2 

3 “ “ 

3 44 “ 

16 44 

Deceive 


2 

3 44 “ 

3 44 44 

24 

Decency 


2 

3 44 44 

3 44 “ 

30 “ 

Decent 


2 

3 “ “ 

3 

36 

Decigram 

80 00 


•No. 1 Working Head can be fitted for any size Suction and Discharge Pipe up to and includ¬ 
ing 3 inch: and No. 2 can be fitted for Suction Pipe up to and including 6 inch, with Discharge Pipe 
Bp to and including 4 inch. They will be fitted as listed, unless otherwise ordered. 


H, B.—Alphabetical Index is in front, and Figure Index in back, of Cataloftoa, 
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COUNTER-SHAFT FOR OPERATING PUMPS 

Pig. 698 


Fig. 698 is a counter¬ 
shaft for light duty, made 
in two sizes and furnished 
with stub rod, as shown. 
It may be used in an in¬ 
verted position, resting 
on the foundation. 

It is intended to be 
used with light working 
heads, as Figs* 434, 436, 
483, etc. 

Wood base or frame 
is not furnished. 


FIG. 698 


No. 

Stroke 

Pulleys 

| Cipher 

| Price 

1 

6 in., 8 in. 

10 z 4 in. 

Harshly 


2 

6 in., 8 in., 10 in. 

18x4 in. 

Harvest 





QEARED COUNTER-SHAFT FOR OPERATING PUMPS 


Fig. 699 is a geared 
counter-shaft for heavier 
duty, and may be used as 
shown or in an inverted 
position. It is intended 
for use with large work¬ 
ing heads, such as Figs. 
435, 439, also Pumps 
491, 487, etc. Made in 
two sizes. Wood frame 
is not furnished. 

Rules and Tables for 
Capacity, Required 
Power and Speed of 
Pumps, pages 11 to 16. 


FIG. 699 


No. 

Stroke 

Pulleys 

Cipher 

Price 

i 

6 in.. 8 in.. 10 in. 

16 x 4 in. 

Hassock 

50 00 

2 

10,12,16, 20, 24 in. 

18 x 4 in. 

Hastily 



In T^foymaw inn Cipher Words Designating Pumps —Bern Code, pages 4 and 8. 
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THE/DEMING COMPANY, SALEM, OHIO. 

DEEP WELL FORCE PUMP STANDARD 

WITH GEARING AND PULLEY FLY-WHEEL 
FI*. SNA 



The Pump Standard illustrated herewith is adapted to elevating water from very 
Deep Wells and to a great height, by either Hand or Power. The Fly-wheel is made 
heavy and broad so that a belt can be attached for running by power, and a Handle 
is also connected for operating by hand. The gearing is arranged to increase the 
power three to one. In elevating water, or conveying to a great distance, a Pipe 
Flange is used, and is furnished instead of the Spout when ordered. 

Cylinders or Working Barrels for use with these Pump Standards, are shown 
and listed elsewhere. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 

lltol«. , - 

SIZES AND PRICES 


m 


Stroke 

Pulley Fly-Wheel 

Discharge 


Price 

1 

2 

3 

1 in. Pipe 
1# " " 

“ “ 

7 inches 
7 “ 

7 “ 

36x4 >4 inches 
3(5x4 y 2 “ 

36x4>4 “ 

Plain Spout or Flange 
With Air Chamber 
Air Chamber & Cock 

Bravado 

Bravely 

Braving 

65 00 
68 00 
70 00 


♦Fitted for IV, or 2 inch Pipe, but always for X% inch, unless otherwise ordered. 

N. B. Nos. 2 ana 3 are the same as No. 1, except that No. 2 has Air Chamber, and No. S Air 
Chamber and Cock on Spout. The cut shows No. 1 with Spout No. 1 is always furnished with 
Spout unless ordered with Flange. 


$T. Ixyfcx is in front, and figure Index in hack, pf 
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PEEP WELL FORCE PUMP STANDARD 

WITH GEARING AND TIGHT AND LOOSE PULLEYS 



pit. m» 


Fig. B69 is similar to Fig. ooo, but arranged with adjustable stroke (6, 8 and 10 inch) and tight 
and loose Pulleys for operating by belt. The Gearing is three to one Any of our Independent 
Cylinders of suitable length may be used in connection with this Standard. 

Fig 324 or 311, Artesian Well Brass Cylinders are best adapted for Deep Wells. 

Fly Wheel Pulley instead of Tight and Loose Pulleys furnished when desired. See list below. 
Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16 


8IZE8 AND PRICES 


No. 

•Suction 
Fitted for 

Stroke 

Size of 

Discharge 

| WITH PULLEYS | 

WITH FLY WH*L 

Pulleys 

Cipher 

OEJ 

Cipher 

Price 

B 


A 8 and 10 inch 

20x5 in. 

1 

With Flange for 1# 
inch Pipe 

With Double Dis¬ 
charge Air Chamber 
With Air Chamber 
and Cock 

Bravo 

HI 

Brawny 

75 00 

B 

1 

fi,8 “ 10 •• 

20x5 “ 

J 

i 

Brawl 


Brayer 

98 00 

B 


6,8 M 10 “ 

20x5 “ 

\ 

Brawler 

83 00 

Braxen 

80 00 


•Fitted for 1W, 2, 2$4 or 3 inch Suction; and 1%, 1& 2 or 2% inch Discharge Pipe, hot 

always fitted for 1% inch Suction and ljf inch Discharge, unless otherwise ordered. 

ItB*—The above cot of Fig. 509 represent* the No. 8 Pump with Air Chamber and Oocfc. f 


In Tgjffgpqa to X^iga^ttqg Pump. - B«H> Cod., A *nd 0. 
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THE DEMI NO HORSE POWER PUMPING JACKS 


WITH SUB-BASE FOR WIND MILL STANDARD 

717 FI m. 718 



Fig*. 717 and 718 are Pumping Jacks which can be operated by Horse Power, small Gasoline 
Engine or by Belt from any sort of motive power. They are also useful where a Wind Mill is 
liable to get out of order, or does not run steadily, or the wind is so irregular that pumping most 
be done by other means. 

. Fig. 717 is provided with a Universal Coupling or Knuckle Joint, so much used for connecting 
horse powers to agricultural machinery. A Ply Wheel is also provided to give smoothness of 
motion. 

Fig. 718 is the same as Fig. 717, except that it is not provided with the Knuckle Joint, but has 
tight and loose Pulleys fer driving by belt. Both are internally geared at a 6 to 1 reduction from 
large to small gear. Both are provided with an extended Sub-base to receive a Pump Standard. 

Flo*. 717 and 718 may be connected to such Standards and Working Heads as Flo*. 444, 484, 
436,434,439, or to Irrigating Pumps, Figs. 475 and 476, also to Irrigating Cylinder Fig. 380. 
Irrigation may thus be accomplished in a small way at a very moderate costTor machinery. 

The Standard shown in outline is not included in price. 

SIZES AND PRICES 


Fig. 

Stroke 

Inches 

Connections 

Gear 

Ratio 

Cipher 

Price 

Bach 

717 

718 

6, 8 and 10 
6, 8 and 10 

Tumbling Rod Coupling for Horse Power 
Tight ana Loose Pulleys 10 in. x 3% in.... 

6 to 1 

6 to 1 

Humbug 

Humdrum 



N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED 

DEEP WELL POWER WORKINO HEAD 

WITH TIGHT AND LOOSE PULLEYS 


Fig. 68 



The Geared Deep Well Power Pump Head, shown by cut, is arranged to run 
on 8-inch or 12-inch 30 to 40 turns per fhinute. It is very compactly and strongly 
built, and is adaptable to wells 200 feet deep and less, and to cylinders up to 
3^-inch diameter. Figs. 811 and 824 are recommended. It makes a very 
desirable pump for private water supply, manufacturing plants, farms, etc. As 
here shown it is arranged with tight and loose pulleys for belt driving, but can, if 
desired, be made for direct connection to gas engine or electric motor. The 
gearing is machine cut. Furnished with Oilers or Grease Cups. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. _ 


DATA OF FIG. 68 


Stroke 

| ♦ PIPING 

Gear Ratio 

Pulleys 

Cipher 

Suction 

| Discharge 

8 inch 

4 % inch 


■P3H 


Ovolo 

12 “ 

4 % “ 


mxtm 

msBM 

Ovology 


* Always fitted as above unless otherwise ordered. Prices given on application. 


H msfrnmp use Cipher Words Designating Pumps —See Coda pag e s 4 and Q. 
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DEEP WELL POWER WORKING HEAD 

ELECTRIC DRIVEN 
FI*. 66 



Fig. 66, herewith shown, is our Fig. 68 Deep Well Power Working Head, 
illustrated on preceding page, so modified as to direct connect to an elec¬ 
tric motor by intermediate gearing. Both pump and motor are mounted upon a 
continuous cast iron sub-base in a substantial and compact manner. All gearing 
is machine cut and unless otherwise ordered we furnish the motor pinion of raw- 
hide. Where Electric Power is available this makes a most serviceable and 
economical outfit. If desired, we can furnish motor at extra cost. In corre¬ 
sponding, state voltage of current, and whether direct or alternating, also state 
depth of well and total lift. 

For Cylinders, we recommend either of our Figs. 811 or 324. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 66 


Stroke 

Piping | 

Gear Ratio 

Intermediate 

Cipher 

Suction 

Discharge 

Gearing 

8 inch 

mam 

2 X A inch 

8 to 1 

Special 

Oral 

12 “ 

mmm 

2$ “ 

8 to 1 

Orally 


N. B.—Alphabetical Index Is In front, and Figure Index in back, of Catalogue. 
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DEEP WELL POWER WORKING HEAD 


GASOLINE ENGINE DRIVEN 
Fig. 60 



Fig. 69 represents our Fig. 68 Deep Well Power Working Head, arranged for 
direct connection to a Gas or Gasoline Engine. 

In isolated places where electric or other power is not available, and where 
space is an important item, this makes a most desirable outfit and one which we 
can recommend as substantial and durable. 

When not pumping the engine can be thrown out of gear with the pump and 
used for furnishing power for other purposes. 

In corresponding, state depth of well, height above ground to which water is 
to be delivered, and quantity to be pumped. 

We can furnish sub-base for any make of Gas Engine of proper size. 

We recommend Figs. 311 or 324 Deep Well Cylinders. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 69 


Stroke 

Piping j 

Gear Ratio 

H. P. of 

Cipher 

Suction 

Discharge 

Engine 

8 inch 

12 “ 

4^ inch 

2^ inch 

8 to 1 

8 to 1 

Special 

lj 

oo 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5. 
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ADJUSTABLE STROKE 

DEEP WELL POWER WORKING HEAD 


WITH INTERNAL CRANK GEAR AND 
DIFFERENTIAL PLUNGER 
Fig. 77 



Fi*. 77* illustrated herewith, is a most compact, rigid, and smooth running 
machine. The guides and cross-head being under the base bring the packing 
head, air chamber and discharge connections together in the pit, where they 
ought to be, and these features, together with the Internal Crank Gear, admit 
of the low frame and solid construction which are always appreciated by engi¬ 
neers. 

This outfit is adapted for wells up to 400 feet in depth. The cylinders most 
used are Fig*. 811 and 824* shown elsewhere. 

The shafts are steel, and bearings are babbitted and furnished with oilers or 
grease cups. 

The adjustable stroke gives this machine a wide range of adaptability. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 77 


Adjustable 

♦ PIPING 

Gear Ratio 

Pulleys 

Cipher 

Stroke 

Suction 

Discharge 

muvmM 

i'Aiach 

2J4 inch 

6 to 1 

24 x 5 

Oxheal 


* Fitted as in table unless otherwise ordered. Prices on application. 


N. B*—Alphabetical Index is in front, and Figure Index in back, of Catalogue* 
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ROWER ARTESIAN WORKING HEAD 


FI*. 80 



Fly. 80 is for general service on Wells up to 400 feet lift It has ample bear¬ 
ing on the foundation. The Cylinder and its Pipe can be removed from the Well 
without moving the Working Head from its place. The Discharge can be taken 
from front or back as desired. Our Check Valve has a very low lift and is the full 
area of a 4 inch discharge pipe. It can be taken out or repaired without breaking 
any pipe connections. 

The Differential Plunger is connected to the cross head by our patented joint 
and is uncoupled without turning the rods in the well. 

The Main Frame is very strong and so open as to leave the working parts per¬ 
fectly easy of access. The Gearing is machine cut; Crank shaft of open hearth 
steel; Connecting rod of wrought iron. 

Both Connecting rod bearings are of Bronze or Babbitt lined; the Cross Head 
Pin runs in oil. The regular fitting is made with Tight and Loose Pulleys; Gear¬ 
ing for electric motor or gasoline engine connection is furnished to order. 


DATA OF FIG. 80 


Stroke 

j pipnfG | 

Gear Ratio 

Pulleys 

Cipher 

Cylinder 

Discharge 

16 inch 

Sin. to 6in. 

2% in. to 4 in. 
2M “ “ 4 “ 

4 to 1 

30x6 

Orient 

24 “ 

8 44 “8 “ 

4 “ 1 

86x6 

Oriental 


Prices upon application. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and ft. 
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POWER ARTESIAN WORKING HEAD 



Cipher 


Prices upon application. 


N. B*—Alphabetical Index Is In front, and Figure Index In back, of Catalogue, 
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DEEP WELL PUMPING MACHINERY 


DIRECT CONNECTED 



Flfl. 83, showing Fig, 81 Pump direct connected to Steam Engine, especially arranged with 


Showing Fig. 81 Pump with Special Heavy Double Gears, direct connected by Friction Cut* 
off Coupling to Otto Gasoline Engine. 

1* Trtsgiams wt Cipher Words Designating Pomps— See Coda* pages 4 mad !• 

Digitized by Google 
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GEARED POWER WORKING HEAD 

WITH DOUBLE CYLINDER PUMP 
Fig. 709 



Fig. 709 illustrates our Geared Power Working Head with Fig. 948 Double 
Cylinder Pump, for Deep Wells. 

This Power Head has an open hearth Steel Crank Shaft, mounted in suitable 
babbitted bearings, bolted to a heavy cast iron base, furnished with Cut Gears, 
Forged Connecting Rods, suitable Pitmans, Guide Rods and Guides, making a 
complete outfit for an open Deep Well. 

The Double Cylinder Pumps are furnished either with Iron Cylinders (Brass 
Lined), or All Brass, as desired. 

They are fitted with Brass Plungers, Brass Rods and Stuffing Boxes, swivel 
Stub Rod for welding to connecting rods or joining with coupling. Top and bot¬ 
tom Water Chambers are Iron. 

All Valves are easily accessible by taking off valve box cap. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16* 

Prices quoted on application. _ 


D*TA OF FIG. 709 


Diam. of 
Cyl 

Stroke 

Capacity per 
Revolution 

Suction and 
Discharge 
Fitted for 

Deepest Wells 
to which 
adapted 

BRASS-LINED CYL 

BRASS CYL. 

Cipher 

Cipher 

2% inch 

8 “ 

“ 

4 44 

8 44 

4 44 

1>inch 
10 44 

10 44 

10 44 

10 44 

10 44 

.42 gal. 

.61 “ 

.83 44 

1.09 •• 

1.70 44 

2.45 44 

1J4 inch Pipe 

2% 44 44 

2J4 “ 

8 44 44 

8J4 44 

METjYftnM 

Me'^Ifr 

Obversely 

Occlusion 

Occupant 

Occurrence 

Oceanic 

Ocelot 

Octant 

Octave 

Octillion 

Ocular 

Oddity 

Odometer 


These Pumps can be run from 25 to 85 revolutions per minute. 


SLAlphabetical Index Is In front* and Figure Index In baek*pf Catalogue. 
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GEARED POWER WORKING HEAD 


WITH TRIPLE CYLINDER PUMP 
FIs. 710 



FI®. 710 Illustrates our Geared Power Working Head with Triple Cylinder Pump for Deep 
Wells. This Power Head is similar to Fig. 709, but is made heavier and stronger to stand the 
extra work of the Three Cylinder Pumps. Workmanship and design areof highest character. They 
are furnished with Steel Crank Shaft, Cut Gears, Baobitt Lined Boxes, suitable Pitmans, Guide 
Rods and Guides. These Cylinders always have Iron Top and Bottom Water Chambers, Brass 
Plungers, Plunger Rods and Stuffing Boxes. These Pumping Outfits furnish the most economical 
way of securing a supply of water from a deep open well for irrigation or other purposes. 

Complete estimates furnished on application. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


DATA OF FIG. 710 


Diam. of 
Cyl. 

Stroke 

Capacity per 
Revolution 

Suction and 
Discharge 
Fitted for 

Deepest Wells 
to which 

BRASS-LINED CYL. 

BRASS CYL. 

adapted 

Cipher 

Cipher 

3 inch 
8 JS •• 

4 44 

l “ 

10 inch 
10 44 

10 “ 

10 44 

10 44 

.91 gal. 

1.25 “ 

1.63 44 

2.55 44 

3.67 44 

2 inch Pipe 
2 ^ “ “ 

k •• •* 

4 ii •• 

300 feet 

250 “ 

200 44 

150 44 

100 14 

Odorate 

Odorless 

Offertory 

Officiate 

Off pring 

Oldish 

Omentum 

Omnibus 

Omnipotent 

Oozing 


These Pumps can be run from 25 to 35 revolutions per minute. 


In Telegrams use Cipher Words Designating Pumps — See Code, pages 4 and % 
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VERTICAL STEAM PUMPING ENGINE 



FOR DEEP WELLS 

Flf. 488 


The Direct-acting Vertical Steam Pumping 
Engine is adapted for pumping from Deep Drilled 
Wells, or from Artesian Wells where the water does 
not rise high enough to use a Suction Pump. 

When used in connection with our Artesian 
Well Brass Cylinders, Fig. 324, this Pumping En¬ 
gine is adapted for wells of any depth, delivering 
the water to any desired point. The Flangeat base 
of Pump is threaded for pipe or casing of size to 
suit pipe connecting to the working barrel. An 
Air Chambei may be formed by a “Tee" in the dis¬ 
charge pipe to which is attached a vertical piece of 
pipe capped at the upper end. 

We furnish Air Chambers with Check Valve 
when ordered, at an additional cost. 

This Steam Pumping Engine is made ia nine 
sizes, listed below. The entire Working Head may 
be moved on its base for repairs or withdrawal of 
the Plunger. 

Iu ordering or asking for estimates be sure to 
give us full particulars as regards your welt, stating 
kind, size inside, depth, distance from top that 
water stands when pumping, amount of water re¬ 
quired per hour, how high you wish to raise water 
above ground, the steam pressure available, etc. 

Rules and Tables for Capacity, Required 
Power and Speed of Pumps, pages 11 to 1®. 


SIZES AND PRICES 


No. 

Diameter 

Steam 

Cylinder 

Lenpth 

Stroke 

Size of 
Base 

in inches 

Height 

Size of 
Steam 
Pipe 

Size of 
Exhaust 
Pipe 

Shipping 

Weight 

Price 

Steam End 
Only 

F 

6 

7 

8 

9 

10 

11 

12 

454 in. 

5 “ 

6 44 

6 “ 

8 “ 

8 “ 

10 “ 

10 “ 

12 “ 

16 in. 

20 44 

25 “ 

86 “ 

25 “ 

86 “ 

80 “ 

86 “ 

86 4 ‘ 

16x16 

21x21 

24x24 

24x24 

26x26 

26x26 

29x35 

29x35 

32x38 

4 ft. 2 in. 

5 “ 3 44 

6 “ 3 “ 
8“ 2“ 

6 “ 4 “ 

8 44 3 44 
7“ 6 44 

8 44 8 “ 

8 44 10 41 

8 1 ;- 
i* •• 

1 “ 

»= 

154 “ 

1# “ 

2 “ 

1 in. 

1 “ 

« = 

1*4 “ 

154 44 

2 •* 

2 “ 

254 “ 

275 lbs. 
450 “ 

700 “ 

850 “ 

950 44 
1150 44 
1500 41 
1700 44 
2200 44 

14000 

17500 

22500 

26000 

80000 

82500 

87500 

40000 

50000 


Sight Feed Lubricators are furnished with all the above Sizes. 


For .Bra s* Piston and Plunger, add 5 per cent. 

pot JacfcMed Cylinder and Brass Bands, add 10 per cent. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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SINGLE-ACTING TRIPLEX PUWIP 

FOR MEDIUM DEPTH WELLS 



This cut represents our Triplex 
Pump, with Cylinders and Valve Cham¬ 
ber detached and lowered in well. It is 
made for practically the same service as 
our Fig. 50 Triplex Pump, the Upper 
Works, Valve Chamber and Cylinders 
being of the same design. The Cylin¬ 
ders can be dropped a distance of twenty- 
five feet below the surface and Suction 
Pipe may be attached to extend ten or 
fifteen feet below the Pump Cylinders. 
The Cylinders are fastened to the Upper 
Base by heavy angle irons and sup¬ 
ported in the well by suitable timbering. 
The Cross Heads are connected to the 
Plungers by extra heavy pipe of suita¬ 
ble sizes. 

Prices on application. 

Rules and Tables for Capacity, Re¬ 
quired Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 64 


PLUNGERS 

Gallons 

per 

Revolution 

Revolutions 

Mmute 

Gallons 

M?nute 

PIPING 

Gear 

Ratio 

Pulleys 

Inches 

Cipher 

Diameter 

Stroke 

Suction 

Discharge 

4 inch. 

6 inch. 

.98 

45 to 60 

59 

2J4 in. 

2 inch. 

5tol 

20x5 

Ostend 

6 ** 

6 " 

1.53 

45 “ 60 

91 

3 “ 

2% “ 

5 “1 

24x5 

Osteine 

f>% “ 

8 “ 

2.46 


123 

4 “ 

3 

5 “1 

28x6 

Ossicle 

6 " 

8 “ 

2.94 


147 

4 “ 

3 

5 “1 

28x6 

Ostic 

7 

8 

4.00 



5 “ 

4 

5 “1 

30x8 

Ostler 

8 “ 

8 “ 

5.22 

40 “ 50 

261 

5 " 

4 

5 “1 

86x8 

Ostmen 


In Telegrams use Cipher Words Designating Pumps —See Code, paces 4 and t>. 
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GENERAL SERVICE 
SINGLE-ACTING TRIPLEX PUMPS 



2x2 to 324x3 in. sizes 324x4 to 5x6 in. sizes 


Fifl. 50, Triplex Pump, shown in these illustrations, is for 150 lbs. pressure and 
embodies the best results of many years experience in designing and placing this 
class of Pumps. They stand without an equal for efficiency and enduring quality 
for all services where Power Pumps can be used. In Mills and Factories for Tank 
and Boiler Feeding and Fire Service their value is recognized where economy of 
fuel is sought. We have many in use in Water-Works Plants, operated by Electric 
Motors and Gas, Gasoline and Oil Engines. These will be found in the pages 
following, and are all variations for special requirements, of the best Power Pump 
yet produced—the Triplex. 

The construction varies in the different sizes but embodies in each, Steel Crank 
Shafts in one piece; Cut Gearing; Pinion shafts adjustable toward and from crank 
shafts; ample bearings; outside guided and outside packed Plungers (Plungers 
have no rubbing contact in the Pump Base); large valve areas; Suction and Dis¬ 
charge openings on either end of Pump. 

The importance of our method of design in balancing the strains on the Crank 
Shaft, in lubricating the Cross Head Pins, and guiding the Plungers, cannot be 
overestimated in prolonging the life of the Pump. 

Air Chambers furnished without additional cost on all sizes if required. 

Valves for thick liquids; Bronze Fittings for sulphur waters or Acids, fur¬ 
nished if required. 

Rawhide Pinions and special pulleys for Electric Motor attachment furnished 
extra, if ordered. 

For data see following page. 

Rules and Tables for Capacity, Required Power and Speed of Pomps, pages 


N. Alphabetical Index la in front, and Figure Index in back, of Catalogue. 
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GENERAL SERVICE 

SINGLE-ACTING TRIPLEX PUMP 

Fig. 50 



(Above cut shows 9 x 10 and 10 z 10 sizes.) 

For description of this Pump, see preceding page. 

Buies and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 
DATA OF FIG. 60 


PLUNGERS 

Gallons 

per 

Revolution 

Revolu¬ 
tions per 
Minute 

Gallons 

per 

Minute 

PIPING 

Gear 

Ratio 

Pulleys 

Cipher 

Diame¬ 

ter 

Stroke 

Suc¬ 

tion 

Disch’ge 

2 in. 

2 in. 

.081 

60 

4.8 

VAin. 

1 inch 

5 to 1 

8x 

2 

Obese 

2 l A “ 

2 “ 

.127 

60 

7.6 

l A “ 

1 “ 

5 

“ 1 

10 x 

2 

Obelize 

2 l A “ 

3 “ 

.19 

60 

11 

2 44 

l'A “ 

5 

“ 1 

12 x 

3 

Oaken 

3 “ 

3 “ 

.27 

60 

16 

2 “ 

lU 44 

5 

44 1 

14 x 

3 

Oath 

814 “ 

3 “ 

.37 

60 

22 

2 44 

l A “ 

5 

“ 1 

16x 

3 

Oakling 

$A “ 

4 “ 

.50 

60 

30 

2 X A “ 

2 44 

5 

44 1 

16x 

4 

Obelus 

4 “ 

4 “ 

.65 

60 

39 

2 A “ 

2 44 

5 

44 1 

18 x 

4 

Oakum 

4 “ 

6 “ 

.98 

60 

59 

2K “ 

2 44 

5 

“ 1 

20 x 

5 

Oarsman 

5 44 

6 “ 

1.53 

60 

91 

3 44 

2 A “ 

5 

44 1 

24 x 

5 

Oasis 

5M 44 

8 " 

2.46 

60 

147 

4 44 

3 44 

5 

44 1 

28 x 

6 

Oatmeal 

6 “ 

8 “ 

2.94 

60 

175 

4 “ 

3 44 

5 

44 1 

28 x 

6 

Obduration 

7 “ 

8 “ 

4.00 

45 to 60 

240 

5 “ 

4 44 

5 

44 1 

30 x 

8 

Obdurate 

8 •• 

8 41 

5.22 

45 to 60 

313 

5 44 

4 “ 

5 

44 1 

36 x 

8 

Obiter 

PA “ 

8 44 

5.90 

45 to 60 

354 

6 “ 

5 “ 

6 

44 1 

36 x 

8 

Obdure 

9 " 

10 44 

8.26 

35 to 50 

413 

8 “ 

6 “ 

5 

44 1 

42x10 

Obloquy 

10 “ 

10 44 

10.20 

35 to 50 

510 

8 44 

6 44 

5 

44 1 

44 x 12 

Obsignate 


Prices and Special Catalogue on application. 
Nora.— Capacities given are for Maximum Speeds. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5. 

Digitized by Google 










218 


THE DEMING COMPANY, SALEM, OHIO. 


GENERAL SERVICE 
DOUBLE-ACTING TRIPLEX PUMP 


Flff. 51 



Above cut shows 7x8 and 8% x 8 sizes, larger sizes next page. 

Fig. 51, illustrated on this and the following page, is for pressures up to 
150 pounds. The single geared type shown above is ordinarily used on services 
up to 75 pounds pressure. All sizes embody the following construction: Steel 
Crank Shafts; Cut Gearing; Pinion Shafts Adjustable toward and from the Crank 
Shafts; Main Bearings are of large size, lined with best Babbitt; Main Frame 
of box section of exceptional strength and rigidity; Cross Heads have adjustable 
Bronze Gibbs and attachments to Piston-rods, permitting disconnecting without 
turning the Rods; special Cylinder Heads that allow easy removal of the Plungers 
when necessary; standard Plungers of Iron, reciprocating in removable Bronze 
Sleeves (packed pistons may be used if specially ordered); Valve Chambers on 
opposite sides of the Pump Base; yoked end connections with suction and dis¬ 
charge on either end of Pump. Valve areas ample and all Valves easily accessible. 
Air Chamber is of ample size. 

Rawhide Pinion and Special Pulleys furnished on order as required. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, page# 
11 to 13. 


N, B.—Alphabetical Index U in front, and Figure Index in back, of Catalogue. 
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GENERAL SERVICE 
DOUBLE-ACTING TRIPLEX PUMP 


Fig. 51 



The cut shown on this page is of a modified form of the Fig. 51, built for heavy 
pressures and severe duiies. This Pump has Double Main Gearing and may be 
furnished with special pulleys, and out-board bearing in case it is required. We 
also make a modification of this Pump by which, with Two-Speed Gearing and 
Fricjicn Clutch on the Pinion Shaft, may be driven at either of two speeds, without 
changing the speed of the Pinion Shaft so that one speed will, for instance, take 
care of the demands for water occasioned by ordinary domestic service, and in case 
of a sudden call for Fire Service, the speed may be instantly increased without 
shutting down, by simply shifting the Clutch Lever. This arrangement is adapt¬ 
able for receiving power from a Steam Engine, Gasoline Engine, Water-Wheel or 
Electric Motor. It is especially valuable tor service with a Steam Engine driving 
an Electric Generator, as it enables the Pump load to be thrown on when the Gen¬ 
erator load is light, thus doing the pumping at practically no increase in cost over 
the operating of the lighting plant, the light load time of the Engine being as¬ 
sisted in this manner by the Pump. This Pump is also in use for Fire Protection, 
in connection with Sprinkler Systems and may be operated by an Electric Motor, 
for this service under conditions where Steam Power is not available. 


DATA OF FIG. 61 


PISTONS 

Gallons 

per 

Revolution 

Revolutions 

M unite 

Gallons 

per 

Minute 

PIPING 

Gear 

Ratio 

Pulleys 

Cipher 

Diam. 

Stroke 

Sucti’n 

Discharge 

min. 

8 in. 

4.86 

■gTjTHEJM 

291 

6 in. 

5 in. 

5 to 1 

no 

Obsess 

6 “ 

8 “ 

5.82 


349 

6 “ 

5 “ 

5 “ 1 

86 x 8 

Obsession 

7 v 

8 “ 

7.75 


465 

8 “ 

6 “ 

5 “ 1 

Special 

Obeisance 

8K " 

8 “ 

11.54 


692 

8 “ 

6 “ 

5 “ 1 

i< 

Obedient 

9 " 

10 “ 




mmm 

8 “ 

5 “ 1 

64 

Obtrnde 

EHUm 

10 " 

19.76 

35 “ 50 

988 

cm 

8 " 

5 “ 1 

46 

Oeherons 


Nora—Capacities given are for Maxim am Speeds. Prices oc application. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 6* 
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Low Service Triplex Pump Fig. 40 is for services not to exceed 50 pounds 
pressure. It is designed on substantially the same lines as the General Service 
Triplex, with such modifications as adapt it to the lower pressures. 

The Crank Shaft is of steel, the Gears are machine cut, the Plungers are out¬ 
side guided and outside packed. The Bearings are of ample size; the Valves of 
large area, and so placed as to be easily accessible. 

For Tank service, this type is equally as durable as the General Service Pump. 
It can be fitted for Brine Circulation, Thick Liquids, Tan Liquor, Soap, Tar, or 
any special service as required. Please give full data of working conditions in 
corresponding. 

This type can be adapted to any kind of power, belt, gas, gasoline or electric. 

For Electric Low Service Triplex, Pnmp, see Fig. 45. 

Rules and tables for capacity, Required Power and Speed of Pumps, pages 11 
to 16. 


DATA OF FIG. 40 


Gallons Revolu- Gallons 
■ per Revo- tions per per 


■-r- perntJTU- uuus yor par -j- 

Diam. Stroke lotion Minute Minute Sueti’n Discharge r* at10 


Pulleys Cipher 



Note— Capacities given are for Maximum Speeds. 
Prices upon application. 


N. B.—Alphabetical Index le in front, and Figure Index in back, of Catalogue 
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MEDIUM SERVICE TRIPLEX PUMP 


DOUBLE ACTING 
Fig. 41 



The pump here illustrated is for service against elevations up to 150 feet. It 
is double-acting, and has fibrous packed pistons, working in removable bronze 
cylinder liners. The cylinders are separate from each other, and are bolted to a 
substantial base casting. The valve chambers are on one side of the pump, each 
chamber containing two sets of suction and discharge valves, all easily accessi- 
ble. Has steel crank shaft in one piece; double gearing, machine cut; pinion 
shaft can be adjusted towards and from main gears; steel connecting rods, patent 
connection of piston rod to cross head. 

The standard construction is with pulley of sizes given in table, but connec¬ 
tion to electric or other high speed motors can be made either direct or by means 
of intermediate gearing. These pumps are applicable to many services, and we 
solicit correspondence on other sizes as well as those listed. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 41 


PISTONS 

Gallons 

per 

Revolution 

Rev per 
Minute 

Gallons 

per 

Minute 

PIPING 

Gear 

Ratio 

Pulley 

Cipher 

Diam. 

Stroke 

Suction 

Discha’g 

10 in. 

12 in. 

23.85 

30 to 40 

954 

10 in. 

8 in. 

5 to 1 

36x10 

Oxter 

12 “ 

12 “ 

84.75 

30 “ 40 

1390 

10 “ 

10 “ 

6 “ 1 

36 x 12 

Oxidize 

12“ 

14 “ 

40.40 

30 “ 40 

1616 

12 “ 

10 “ 

5 “ 1 

36x12 

Oxbird 

14 “ 

14 “ 

55.25 

30 “ 40 

2210 

12 “ 

10 “ 

5 “ 1 

42x12 

Oxgang 


In Telegrams use Cipher Words Designating Pumps— See Code, pages 4 and 5* 


Digitized by 


Google 
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TRIPLEX STUFF PUMP 

Flff.53 



Triplex Stuff Pump, Fig. 53, is especially designed for handling thick liquids 
and semi-fluids, either hot or cold. As a Pump for Paper Stock it has no equal. 
The Plungers are of Brass, and are Outside Guided, the same as all our Triplex. 
This feature is very valuable, as the acids in stock solutions are very destructive to 
guiding surfaces that cannot be lubricated. The Glands are Brass Lined. The 
Valves are of the Ball type, both seats and valves being of Brass. The course of the 
material through the Pump is as nearly straight as possible; all angles are carefully 
rounded and no places left where slugs can collect. The Crank Shaft is steel, the 
Gearing is machine cut, and the Connecting Rods malleable iron, all of our standard 
construction. 

For handling Wood Pulp to great distances this Pump is especially adapted 
from its exceptional strength. It is very compact, occupying less floor space thar 
most designs. 

For handling hot Syrups this pump is unequaled. Please specify the duty in 

Rules an§ Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16 . _ 


DATA OF FIG. 53 


PLUNGERS 

Gallons 

per 

Revo¬ 

lution. 

Revo¬ 

lutions 

per 

Minute 

Paper 
per 24 
Hours 

PIPING 

Gear 

Ratio 

Pulley 

Cipher 

Diam. 

Stroke 

Suction 

Disch’ge 

4 inch 

4 inch 

.65 

40 

3 to 118 

3 inch 

3 

inch 

5 to 1 

18x 4 

Obviate 

4 “ 

6 “ 

.98 

40 

5 “ 

3 “ 

3 

ft 

5 “ 1 

20x 5 

Oculist 

5 “ 

6 “ 

1.53 

40 

7 “ 

3 “ 

3 

<< 

5 “ 1 

24x 5 

Odious 

5H“ 

8 “ 

2.46 

35 

10 “ 

4 44 

4 

44 

5 44 1 

28x 6 

Obliging 

6 “ 

8 “ 

2.94 

35 

12 “ 

4 “ 

4 


5 1 

28x 6 

Octet 

7 44 

8 “ 

4.00 

35 

18 14 

5 “ 

5 

44 

5 44 1 

30x 8 

Oblique 

8 - 

8 “ 

5.22 

35 

22 41 

5 44 

5 

44 

5 “ 1 

30x 8 

Octile 

8H“ 

8 “ 

5.90 

35 

26 44 

5 44 

5 

44 

5 “ 1 

36x 8 

Oblivion 

9 “ 

10 44 

8.26 

35 

36 44 

10 44 

10 

44 

5 44 1 

42x10 

Octofld 

10 “ 

10 “ 

10.20 

35 

45 44 

10 44 

10 

44 

5 “ 1 

42x10 

Octopod 


K. &-jUpbabetkal Index Is in front, and Figure Index in back, of Catalogue. 
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BELTED TRIPLEX POWER PUrtP 

WITHOUT GEARING 
Fig. 48 



Fig. 48 is designed especially for use in apartment houses, office buildings, 
etc., where noiselessness of operation is demanded. Being constructed without 
gearing, it is absolutely quiet in operation, and commends itself for this service. 
It is fitted with a pulley of large diameter for belting direct to high speed elec¬ 
tric or other motor. Has exceptionally large valve areas, permitting of running 
at high speed; steel crank shaft in one piece, and extended so as to permit of 
using tight and loose pulleys if desired. Fig. 48 is very substantially constructed 
throughout, and is guaranteed for operation against pressures up to 100 pounds. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 48 


PLUNGBBS 

Gallons 

per 

Revolution 

Revolutions 

per 

Minute 

Gallons 

per 

Minute 

PIPING 

Pulley 

.. r 

Cipher 

Diam. 

Stroke 

Suction 

Discha’e 

2 in. 

2 in. 

.081 

120 

9.7 

2 

m. 

l l A 

in. 

30x3 

Oxalite 

VA “ 

2 •• 

.127 


15.2 

2 

“ 

1 l A 

it 

30x3 

Oxamide 

2% “ 

3 “ 

.19 


20.9 


*• 

2 

it 

36x3 

Oxidate 

3 “ 

3 “ 

.27 

i TiMnsr 

29.7 

2X 

II 

2 

ii 

42x3 

Oxidation 

8K " 

3 “ 

.37 


40.7 

vk 

II 

2 

it 

48x3 

Oxidator 


Capacities given are for maximum speeds. Prices on application. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and A 
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LOW SERVICE TRIPLEX ELECTRIC PUMP 


Fig. 45 



Low Service Triplex Electric Pump Fifl. 45 is for 50 pounds working pressure, 
and is similar to Fifl. 40 (which see) with such modifications as are necessary to 
adapt it to electric motor attachment. 

For tank service in most situations, for park sprinkling supply, this Pump is 
as well adapted as Fifl. 55, and at less first cost. It can be fitted for handling 
Brine, Thick Liquids, etc. 

It has all the completeness of design embodied in Fifl. 55 (which see) and 
is proportionately as efficient. It is noiseless in operation, and has the best 
arrangement of parts that we can devise to secure long life in service. It is fur¬ 
nished complete with Intermediate Gearing cut from the solid metal, and with 
Rawhide or Fibre Motor Pinion and cast iron Sub-base for motor. We can 
furnish motors if required. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 45 


PLUNGERS 

Gallons 

per 

Revolution 

Revolutions 

per 

Minute 

Gallons 

per 

Minute 

PIPING 

Gear 

R’tio 

Inter- 

medi’te 

Gears 

Cipher 

Diam’ter 

Stroke 

Suc’ion 

Discharge 

4 in. 

5 “ 
5J* “ 

7 “ 

8 “ 

9 “ 

6 in. 

6 “ 

8 “ 

8 “ 

10 “ 

10 “ 

.98 

1.53 

2.46 

4.00 

6.52 

8.26 

60 

60 

60 

60 

50 

50 

59 

91 

147 

240 

326 

413 

2 % in. 

3 " 

4 “ 

5 “ 

6 “ 

6 “ 

2 in. 

2 l A “ 

3 “ 

4 11 

5 " 

5 “ 

5 to 1 
5 “ 1 
5 “ 1 
5 “ 1 
5 “ 1 
5 “ 1 

Special 

«« 

ii 

ii 

ii 

Orphic 

Orpine 

Origin 

Originate 

Oriole 

Ornate 


N otr —Capacities given are for Maximum Speed. 

Prices upon application. Special catalogue on application. 

N. B.—Alphabetical Index is in front, and Figure Index in back, of OatalofMi 


Digitized by Google 











THE DEMING COMPANY, SALEM, OHIO. 


225 


BELTED TRIPLEX ELECTRIC HOUSE PUMP 


Fig. 90 



Fig. 60 is for services up to 150 pounds pressure. It is designed with special 
care for the exacting requirements of house duty. The Pump is substantially the 
same as Fin. 50 (which please see). It, with the motor, is bolted firmly to a neat 
cast iron sub-base. The first reduction of speed is made by Pulleys, the belt being 
kept in constant tension by a Spring Idler. Our arrangement of the Pulleys ana 
Idler gives the belt the best efficiency possible, fully equal to cut gearing. In the 
smaller sizes operated by motors of very high speed the belted arrangement is 
preferable for some situations, on account of its extremely quiet running. It is 
very compact, occupying little room in proportion to its capacity. It can be fitted 
with automatic controlling devices for compression tank or gravity supply as 
desired. We furnish the Pump with Sub-base, Idler and Belt complete, and will 
furnish the motor, if desired, for an additional sum. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 60 


PLUNGERS 

CAPACITY 

PIPING 

SIZE OVER ALL 

Cipher 

Diam. 

Stroke 

Gallons 

per 

Revolution 

Gallons 

per 

Hour 

Suc’ion 

Discharge 

Length 

Width 

Height 

2 in. 

2 in. 

.081 

288 

IV 

in. 

1 

in. 

30 in. 

22 in. 

28 in. 

Opal 

2 l A “ 

2 “ 

.127 

456 

IV 


1 

it 

31 “ 

22 “ 

28 “ 

Opaline 

2 l A “ 

3 " 

.10 

750 

2 


1% 

•4 

33* “ 

24 “ 

34 " 

Opera 

8 “ 

3 “ 

.27 

1000 

2 

<4 

VA 

«< 

34 “ 

26 “ 

34 “ 

Operable 

VA “ 

3 “ 

.37 

1500 

2 

it 

1* 

«« 

35 “ 

26 “ 

34 “ 

Operatic 

3H «• 

4 “ 

.50 

2000 

2V 

44 

2 

<« 

38 " 

27 “ 

38 “ 

Operose 

4 " 

4 “ 

.65 

2500 

2 V 

(4 

2 

<« 

39 “ 

28 “ 

38 “ 

Opiate 

4 “ 

6 “ 

.98 

3540 

2V 

i 

2 

44 

48 “ 

40 “ 

53 “ 

Openly 

5 “ 

6 " 

1.53 

5460 

3 


VA 

41 

50 “ 

41 “ 

53 “ 

Opetide 


Note—C apacities given are for Maximum Speeds. 

Prices upon application. Special catalogue on application. 


In Telegram* turn Cipher Word* Dsflpating Pump*—See Code, page* 4 
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Google 
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Showing Pig. 55—4 z 6 Showing Fig. 55 7 x 8 

This outfit is, as regards the pump, identical in design and construction with our Fig. 50, 
but is arranged for direct connection to an electric motor. It is furnished complete with a sub- 
base and intermediate gearing for any make of motor, the motor pinion being regularly made 
of rawhide. This makes a very suitable pump for Apartment Houses, Hydraulic Elevators, 
Mines, and any place where installation must be made in a minimum amount of space. 

If required we can furnish motors and all the auxiliary controlling apparatus for complete 
installations. In corresponding, state voltage of generator current, and whether direct or 
alternating. 

Buies and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 1&, 


DATA OF FIG. 55 



piping n Intermedi- 

-i- S e ? r ate Cipher 

Suction Disch. Katio Gears 


al Oracular 
Orally 
Orate 
Oracle 
Oration 
Orange 
Orator 
Obelisk 
Obesity 
Obey 
Obtend 
Objection 
Obtension 
Obligate 
Oleander 
Oleins 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue^ 
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GENERAL SERVICE DOUBLE-ACTING TRIPLEX 
ELECTRIC PUriP 

Wig. 61 



Fig. 61, for 150 pounds pressure, represents our Fig. 51 Pump arranged for 
direct connection to an electric motor. 

It is furnished with intermediate gearing and sub-base extending under both 
pump and motor, as shown in cut, for any type of motor. 

This Pump can also be furnished without sub-base extended for motor if 
desired. 

It is well adapted to Hydraulic Elevator work, and water works supply, 
especially in cramped places, and gives the highest efficiency of pumps of its class. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 61 


PISTONS 

Gallons 

per 

Revolution 

Revolutions 

per 

Minute 


PIPING 

Gear 

Ratio 

Inter¬ 

mediate 

Gears 

Cipher 

Diam. 

Stroke 

Suction 

Discharge 

5ft in. 

8 in. 

4.86 

45 to 60 

291 

6 in. 

5 in. 

5 to 1 

Special 

Ortolan 

6 “ 

8 “ 

5.82 


349 

6 “ 

5 “ 

5 “ 1 

«« 

Orthos tade 

7 •* 

8 “ 

7.75 

45 “ 60 

465 

8 " 

6 “ 

5 " 1 

t« 

Orthodox 

85* “ 

8 “ 

11.54 


692 

8 “ 

6 " 

5 “ 1 

it 

Orthoepy 

9 “ 

10 “ 

16.08 

35 “ 50 

804 

10 “ 

8 " 

6 *• 1 

u 

Orotund 

10 “ 

10 “ 

19.76 

35 “ 50 

988 

10 M i 

8 M 

5“ 1 

tt 

Li jM+ttm 


Note —Capacities given are for Maximum Speeds. Prices on application. 


In Telegrams use Cipher Words Designating Pumps — See Code, pages 4 and 5. 
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LOW SERVICE TRIPLEX ELECTRIC PUflP 


DIRECT CONNECTED 
Fig. 44 



fhis outfit differs from Fig. 45 only in the manner of connection of the 
motor to the pump, this being done by means of intermediate gearing instead of 
belt. The pump is of the same construction as Fig. 40. 

The pump and motor are both mounted on one continuous sub-base in such 
a manner as to give compactness, strength and durability to the combination 
and makes a very serviceable outfit where the pressure operated against does not 
exceed 50 pounds. 

We furnish pump complete with sub-base, intermediate gear and rawhide 
motor pinion, and can also furnish motor if desired. 

Rules and Tables for Required Power and Speed of Pumps, pages 11 to 16. 


DATA OF FIG. 44 


PLUNGERS 

Gallons 

per 

Revolution 

Revolu¬ 
tions per 
Minute 

Gallons 

per 

Minute 

PIPING 

Gear 

Ratio 

Inter- 

medi’te 

Gears 

Cipher 

Diam. 

Stroke 

Sucti’n 

Disch’ge 

4 in. 

5 

s'A “ 

7 “ 

8 “ 

9 » 

6 in. 

6 “ 

8 “ 

8 “ 

10 44 

10 44 

.98 

1.53 

2.46 

4.00 

6.52 

8.26 

60 

60 

60 

60 

50 

50 

59 

91 

147 

240 

326 

413 

2X in. 

3 “ 

4 •* 

5 “ 

6 “ 

6 44 

2 in. 

2 l A “ 

3 “ 

4 “ 

5 “ 

5 44 

5 to 1 

5 “ 1 

5 “ 1 

5 “ 1 

5 “ 1 

5 “ 1 

Special 

«< 

it 

«< 

Ovine 

Ovisac 

Oviboa 

Ovicuhur 

OvidSST 

OviiSrm 


Note— Capacities given are for Maximum Speeds. Prices given on application. 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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PORTABLE 

TRIPLEX ELECTRIC DRIVEN MINE PUMP 


Fig. 70 



This Pump is for 150 pounds working pressure. It has all the fundamental 
elements in the design of our Fig. 50 (shown on another page), Cut Gears, Steel 
Crank Shaft and Brass Bearings. The Plungers are not only outside packed, but 
outside guided—a feature that in gritty, acid or sulphur waters doubles the life of 
the Pump. All Gearing is carefully guarded. Suction and Discharge are from 
either side of the Pump. The Pump is ordinarily fitted with Iron Plungers. 
Brass Plungers and Brass Lined Glands, or water end all of brass, furnished if 
desired. Mountings furnished of iron for any gauge of track or height of work¬ 
ing. Pump furnished complete with Mounting, and all intermediate Gearing, 
including Rawhide Motor Pinion for any make of motor. Electric Motors will 
be furnished extra if desired. Suction Hose and Fittings are not included, but 
will be furnished extra if required. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 70 


PLUNGERS 

Gallons 
per Revo¬ 
lution 

Revolu 
tions per 
Minute 

Gallons 

per 

Minute 

PIPING 

Gear 

Ratio 

Inter¬ 

mediate 

Gears 

Cipher 

Diam. 

Stroke 

Sucti’n 

Discba’e 

8Viin. 

4 in. 

.50 

60 

30 

2Vi in. 

2 in. 

5 to 1 

Special 

Organism 

4 “ 

4 - 

.65 

60 

39 

2 % “ 

2 “ 

5 “ 1 


Organist 

4 “ 

6 “ 

.98 

60 

59 

2 % “ 

2 “ 

5 “ 1 

<« 

Ordinal 

5 “ 

6 “ 

1.53 

60 

91 

3 “ 

2 % “ 

5 “ 1 

44 

Ordinance 

5 Vi “ 

8 “ 

2.46 

60 

147 

4 “ 

3 “ 

5 “ 1 

44 

Ordinate 

6 “ 

8 “ 

2.94 

60 

175 

4 “ 

3 “ 

5 “ 1 

44 

Orgasm 

7 “ 

8 “ 

4.00 

50 

200 

5 “ 

4 “ 

5 “ 1 

U 

Ordination 

8 “ 

8 “ 

5.22 

50 

261 

5 “ 

4 “ 

5 “ 1 

44 

Orgy 

8Vi " 

8 “ 

5.90 

50 

295 

6 “ 

5 “ 

5 “ 1 


Ordmator 


Note—C apacities given are for Maximum (Speeds. 


Prices upon application. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5 . 
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TRIPLEX AIR COMPRESSOR 


FI*. 74 



This Compressor is for pressures up to five atmospheres and is available for 
use on pneumatic transmission systems, and for furnishing of power for Hoists, 
etc., for small installations. 

The Gears are machine cut, the Crank Shaft is of steel, Bearings are of ample 
size, Pistons are outside guided, Air Cylinders are finished throughout and water 
jacketed. The Pistons have sprung ring packings. The Valves are easily accessi¬ 
ble. Suction and Discharge Openings fitted for Iron Pipe. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 74 


PLUNGBRS 

CAPACITY 

PIPING 

Cipher 

^ Diameter 

Stroke 

Cubic Inches 
per . 

Revolution 

Cubic Feet 
Free Air 
Minute 

Inlet 

Discharge 

5J6 inches 

3 inch 

213 X 

10 



Oyster 


N. B*—Alphabetical Index is In front, and Figure Index in back, of Catalogue, 
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TRIPLEX ELECTRIC AIR COMPRESSOR 


FIs. 75 



This Compressor is for pressures up to five atmospheres. It is designed to 
meet the requirements of house service, in the transmission of messages, or signals 
by the Pneumatic system, or the operation of Automatic Heat Regulating systems. 

The Gears are machine cut, the Crank shaft is of steel, Bearings are of ample 
size, Pistons are outside guided, Air Cylinders are finished throughout and Water 
Jacketed. The Pistons have sprung ring packings. The Valves are easily access¬ 
ible. Suction and discharge openings fitted for pipe. This Compressor can be 
run in club and apartment buildings with perfect freedom from annoying sounds. 
It is valuable in cramped situations, for operating Drawbridge, Docking and Signal 
apparatus. Furnished with sub-base, idler and belt. Electric motor furnished at 
an extra charge if desired. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 


DATA OF FIG. 76 


PLUNGERS 

CAPACITY 

PIPING 

SIZE OVER ALL WITH 
. MOTOR 

Cipher 

Diameter 

Stroke 

Cubic 

In. per 
Revolution 

Cubic Ft 
Free Air 
Minute 

Inlet 

Discharge 

Length 

Width 

Height 


3 in. 

21 SH 

10 

1 in. 

| 1 in. | 36 in. 1 

27 in. 

34# in. 

Ophite 


Prices upon application. 


£n Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5 . 

Digitized by Google 









232 


THE DEMING COMPANY, SALEM, OHIO. 


TRIPLEX GASOLINE PUMPING ENGINE 

IlfiW 



Fig. 69 has been designed to meet a demand for small waterworks and Railway Pumping 
Plants. The Pump is our Standard Single-acting Triplex type and is driven by a Vertical Gasoline 
Engine. The Pump and Engine are mounted on a substantial sub-base. 

We confidently recommend this machine for Tank pumping, private or town water¬ 
works, and for all kinds of pumping duty within the range of capacities as shown. This 
apparatus can be operated by the Station Agent or Baggage Man, when used for Railway Work, 
or by any person of fair intelligence, when used as public or private Water Supply Plant. The 
operating cost of these plants is much less than that of any other method yet devised. Please 
give full working conditions in corresponding. We need to know the height of both suction and 
discharge lift, length of horizontal pipe, its size and condition, and the quantity of water 
required per hour. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 11 to 16. 


DATA OF FIG. 69 


PLUNGERS 

Engine 
H. P. 
Actual 

CAPACITY | 

Head 

in 

Feet 

PUMP PIPING 

Cipher 

Diam. 

Stroke 


Gallons 

per Hour 

Suction 

Discharge 

4 inch 

6 inch 

35* 

.98 

3500 

128 

25 * inch 

2 inch 

Obovate 

5 “ 

6 “ 

35* 

1.53 


76 

8 “ 

25* “ 

Obsidian 

5J* “ 

8 “ 

6 

2 46 


81 

4 “ 

8 “ 

Obvolute 

7 •• 

8 “ 

6 

4 00 


50 

6 “ 

4 

Occult 


Prices on application. 

Not*— The Capacities given are for 60 Revolutions per Minute of the Pump. With slower 
speeds less water may be forced to a higher elevation. 


If. B.—Alphabetical Index Is in front, and Figure Index in back, of Catal og ue. 
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GAS OR GASOLINE 


WATER WORKS TRIPLEX PUMPING ENGINE 



Within a few years engineers and designers of water works pumping plants 
have found increasing satisfaction in the use of Gasoline-Driven plants, as is shown 
by the large number that have been placed in operation. The older method of 
equipping small water works plants, say up to one or two million gallons daily 
capacity, was by the use of steam boilers and Duplex Steam Pumps either simple 
or compound. It is necessary in a large proportion of these plants to operate 
them but a portion of the time of each 24 hours, necessitating banked fires and 
practically constant attendance in order to secure fire service promptly. The coal 
Bulage and removal of ashes, and labor to operate the steam plants, are also 
ecessary and costly factors in the maintenance of such plants. 

In contrast with this a well designed Gasoline plant can be operated constantly 
or intermittently and always maintain its maximum efficiency, and working with¬ 
out loss, be always ready for emergency service when required. The fuel, 
gasoline, is easily stored in underground tanks and is pumped to the engine only 
as required. The plant requires no attendance except when actually in operation, 
and even then a skilled operator is not absolutely necessary, many large and 
successful plants being cared for by men who have had no previous experience 
with such machinery. The special features secured by this type of pumping 
apparatus are small fuel cost, light cost for attendance, slight repairs and better 
service than can be given by any other form of pumping plant. We shall 
be pleased to make estimates on specifications submitted to us for Power 
Pumping machinery to be combined with any make of Gas or Gasoline Engine. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pages 
11 to 16. 
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TRIPLEX HYDRAULIC PRESSURE PUMP 



This Pressure Pump is made in both Horizontal and Vertical types to meet the 
requirements of the service. The capacity of the Pump and the pressure 
demanded of it, determine its design. These requirements are so varied that 
we list no standard sizes. Our construction admits of special designs to meet 
particular requirements and we shall be pleased to make specifications on any 
machinery of this class. In general, the Power End construction of this Pump 
is similar to that of our Fifl8. 50 and 51, Standard Triplex Pumps. Steel Crank 
Shafts in one piece, Cut Gearing, Removable main bearings and adjustable 
Pinion Shafts, form our standards of construction. The Water Ends are made 
special to meet the requirements of any particular service and may be of Cast Iron, 
Cast Steel or Bronze as required. These Pumps are Outside Packed and Outside 
Guided, and have ample Valve Area and strong construction throughout. Special 
attachments for limiting pressure or throwing the plungers out of action, may be 
furnished when required. 

The Pump shown in cut is handling two pressures: one of 1000 lbs. per square 
inch on one pump end, and another of 5000 lbs. per square inch on the other 
end. These Pumps are made to suit the requirements for all kinds of Press work> 
for operating Hydraulic and Testing machinery, and are well adapted for Deep 
Mine Service, to be driven by motors or water-wheels. We solicit correspondence 
and would be pleased to submit estimates and designs. 

Rules and Tables for Capacity, Required Power and Speed of Pumps, pager 
11 to 1C 

N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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DOUBLE-ACTING PIPE LINE OIL PUMP 


Fig. 684 



This Pump was designed by an expert for the purpose of pumping 
oil from storage tanks into pipe lines. It is a High Pressure Pump, 
and is tested to 350 pounds per square inch. As shown in cut, it is 
furnished with companion flanges on suction and discharge, and with 
connections for attaching Pull Rods to operate the Pump. When reg-- 
ularly made, the Plunger has split iron rings, and the Pump is fur¬ 
nished with bolted Stuffing-box, leather-faced Brass Poppet Valves and 
Iron Valve Seats. The Connecting Rod between joints is made of 
2 -inch pipe, and'can be lengthened if desired, by inserting a longer 
piece of pipe. In case it is required for handling water the Piston can 
be fitted for fibrous packing. We make this Pump in one size only as 
shown below. 

Rules and Tables for Capacity, Required Power and Speed of 
Pumps, pages 11 to 16. 


SIZE AND PRICE 


Diam. Cyl. 

Stroke 

Suction 

Discharge 

Strokes 
Per Min. 

Cipher 

Price 

Each 

8H in. 

16 in. 

2 in. 

2 in. 

25 to 40 

Oily 

125 00 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and ff. 
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VERTICAL CENTRIFUGAL PUflP 


WITH SUBMERGED PISTON WHEEL 
- 696, shown by cot, represents onr Improved Vertical Centrifugal 

Pump. Submerged in the liquid and driven as directed, this Pump needs no 
priming; is always ready for service, and is capable of raising enormcms 
Quantities of water in draining Lock-pits, Coffer-dams, Stone-quarries, 
Sewers and Excavations of various kinds. Having no valves, it will readily 
raise water containing mud, sand, gravel, tan-bark, paper-pulp and other 
like substances. 

Directions for Operating.— Secure the Pump so that each leg has a 
perfect bearing on the bottom of Tank, Well, Excavation or Platform, as the 
case may be, and see that the Shaft when attached to the frame work turns 
easily • secure the Pulley and arrange to drive it in the direction of the Scroll 
and Discharge. The driving shaft may run in either direction, as the quarter 
turn or twist in the belt can bo made to suit the requirements 
of the Pump. If necessary a Guide-Pulley may be placed 
near Pulley on Upright Shaft, above or below, as the case 
may require. M 

Rules and Tables for Capacity, Required Power and % 

Speed of Pumps, pages 11 to 16. _ 


No. 

Economical 
Capacity, 
in Gallons 
per Minute 

Horse-Power 
Required for 
each Foot 
Elevation 

Diameter 
and Face 
of Pulley 
in Inches 

Floor Space 
Required in 
Inches 

Distance 
from Bottom 
of Pump 
to Center 
Coupling 

Coupling 
Bored for 
Connecting 
Shaft, Inches 

Shipping 
Weight 
in Pounds 

Cipher 

Price of 
Pomp, with 
Elbow, one 
Pair Coup¬ 
lings, Pulley, 
and one *» 
Bearing 

l X A 

70 

.058 

5 x 6 

17 x 21 

2 ft. 9 in. 

1 

110 

Giving 

40 00 

1% 

90 

.075 

6 x 6 

21x29 

3 “ 0 “ 

1 

165 

Gizzard 

50 00 

2 

120 

.10 

7 x 8 

23x30 

3 “ 4 “ 

11-16 

198 

Glacial 

65 00 

2'A 

180 

.15 

7 x 8 

24x30 

3 “ 4 “ 

11-16 

220 

Glacier 

80 00 

3 

260 

.22 

7 x 8 

25x32 

3 “ 6 “ 

IX 

235 

Gladden 

95 00 

4 

470 

.30 

3x10 

29x39 

4 “ 0 “ 

1716 

380 

Gladiator 

110 00 

5 

735 

.45 

10x10 

34x45 

4 “ 7 “ 

111-16 

605 

Gladly 

140 00 

6 

1050 

.59 

12x12 

37x48 

4 “ 7 “ 

113-16 

740 

Gladness 

170 00 

8 

2000 

1.00 

18x12 

45x56 

5 “ 5 “ 

2 

1320 

Glamour 

265 00 

10 

3000 

1.52 

20x12 

51x68 

5 “ 5 " 

2 

1430 

Glance 

330 00 

12 

4200 

2.00 

24x14 

63x72 

6 “ 0 “ 

2% 

2640 

Glancing 

420 00 

15 

7000 

3.50 

30x16 

77x102 

6 “ 6 “ 

3% 

4830 

Glaring 

Guildahle 

600 00 

15* 

7000 

3.50 

30x15 

60x71 

6 “ 6 “ 

3g 

2400 

480 00 

18 

10000 

4.50 

36x18 

98x126 

7 “ 0 “ 

3% 

5300 

Guimbard 

950 00 

18* 

10000 

4.50 

30x16 

66x78 

6 “ 6 “ 

3% 

2600 

Gunwale 

850 00 

20 

12000 

5.40 

36x20 

73x92 

4 “ 6 “ 

4 

4300 

Gushing 

1255 00 


* Refers to low-lift Pumps. Number of Pump is also diameter of discharge opening in inches. 
Prices of Brass Pumps on application. Fig. 696 made for use above water when so ordered. 


TABLE SHOWING REVOLUTIONS OF FIGS. 696 AND 698 FOR DIFFEPENT ELEVATIONS 



* Refers to low-lift Pomps. Above table gives correct speed of Centrifugal Pumps under 
usual conditions. If water must be forced through a number of bends and elbows, or a great 
length of piping, the above speed most be somewhat increased. Use large pipes and easy bend* 
wherever practicable, as they save power. 

K, Ik—Alphabetical Index la In front, and Figure Index In back, of Catalogs*, 
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HORIZONTAL CENTRIFUGAL PUMP 


WITH PRIMER FOR SUCTION PIPS 



Fig. 608 


The cnt on this page represents our Fig. 698, a Horizontal Centrifugal Pump, which is ex¬ 
tensively used in Paper Mills, Tanneries, and for irrigating. It has the advantage of being 
more readily examined and taken apart in case of accident than the Vertical Pump, Fig. 696 ; 
although there is no essential difference in their construction and operation. A flange is pro¬ 
vided on the Pump (where the Primer is attached) for bolting to the side of a Tank, Flume, or 
Induction-Pipe when the Primer is not used, and the water is on a level with the Pump. When 
the water is below the Pump (not more than twenty-five feet) the Primer mav be dispensed with 
if a Foot Valve is used, in which case the Pump and Suction Pipe must be filled before starting. 
However, it is better in any case to use both Primer and Foot Valve. 

The Primer has but one Valve which can be reached by simply taking out the Cap Screws 
and removing the Plate. To prime the Pump, open the Pet-cock on top of the Shell, and con¬ 
tinue working the Plunger until water flows out of the Pet-cock; close it and the Pump is ready 
for action. The Pump may be emptied of water, to prevent freezing, by withdrawing the screws 
near the bottom of Primer and Pump-case. The large sizes of Horizontal Centrifugal Pumps 
have a Power Primer. 

These Pumps can be furnished either right or left handed; but, unless otherwise ordered, 
will always be shipped right handed t as shown in cut. 

• Rules and Tables for Capacity, Required Tower and Speed of Pumps, pages 11 to 16. 


SIZES AND PRICES 


No. 

Size 
Pipe 
Flange 
on Suc¬ 
tion, 
Inches 

Econom¬ 
ical Ca¬ 
pacity,in 
Gallons 
per 

Minute 

Horse 
Power 
Required 
for each 
Foot, 
Elevati’n 

Diam. 
and Face 
of 

Pulley 
in Inches 

Floor 
Space 
required 
in Inches 
Without 
Primer 

Shipping 

Weight, 

Without 

Primer 

Lbs. 

PUMP WITHOUT 
PEIMEE 

PUMP WITH 
PEIMEE 

Cipher 

Price 

Cipher 

Price 

1 l A 

2 

70 

' .058 

6x6 

17 x 

31 I 

175 

Gobble 

45 00 

Glitter 

55 00 

\% 

2 

90 

.075 

7 x 8 

21 x 

32 

260 

Godly 

60 00 

Gloaming 

70 00 

2 

3 

120 

.10 

8 x 8 

23 x 

37 

350 

Goggle 

75 00 

Gloat 

90 00 

2* 

3 

180 

.15 

8 x 8 

24 x 

38 

360 

Golden 

90 00 

Gloated 

105 00 

3 

4 

260 

.22 

8 x 8 

25 x 

39 

415 

Gondola 

110 00 

Globular 

130 00 

4 

6 

470 

.30 

10 x 10 

29 x 

41 

615 

Gondolier 

130 00 

Globule 

155 00 

5 

6 

735 

.45 

12 x 12 

34 x 

54 

940 

Goodness 

165 00 

Gloomy 

195 00 

6 

8 

1050 

.59 

15 x 12 

37 x 

55 

1180 

Goody 

200 00 

Glorify 

240 00 

8 

10 

2000 

1.00 

20 x 12 

45 x 

64 

2065 

Gopher 

310 00 

Tlorious 

375 00 

10 

12 

3000 

1.52 

24 x 12 

51 x 

69 

2610 

Gordian 

395 00 

Glossary 

470 00 

12 

15 

4200 

2.00 

30 x 14 

63 x 

71 

3615 

Goring 

500 00 



15 

18 

7000 

3.50 

40 x 15 

77 x 

80 

7100 

Gorged 

850 00 



15* 

18 

7000 

3.50 

30 x 15 

60 x 

68 

3150 

Guillotine 

710 00 



18 

20 

10000 

4.50 

40 x 16 

93 x 103 

9000 

Guiltless 

1300 00 



1*8* 

20 

10000 

4.50 

30 x 16 

66 x 

72 1 

4835 

Gular 

1150 00 



20 

22 

12000 

5.40 

36x20 

73 x 

83 

6800 

Gulch 

1600 00 




* Refers to Low-lift Pump. 

The number of Pump is also diameter of Discharge Opening in inches. Where more than 
25 feet of Discharge Pipe is attached to Pump, we recommend using one or two sizes larger than 
Pump Discharge. For No. 12 and larger sizes we recommend a Foot Valve or Flap Valve and 
Ejector for priming. Prices on larger size pumps on application. We do not give lift of them, 
•s they are usually ordered special to suit different conditions. 

Prices of Brass Pumps on application. 


In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 6. 
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THE DEMING COMPANY, SALEM, OHIO. 

PATENT SPRAYING NOZZLES 

ATTACHMENTS, COUPLINGS, ETC. 

The ** Bordeaux 99 Nozzle is the simplest and best combination 
\ spraying Nozzle on the market. It throws a solid stream or fan-shaped 

| spray adjustable to any fineness; is readily d©gorged by turning the 
i cock handle. It will also throw a coarser long distance spray for 
1 spraying very large trees; or it may be shut off altogether. 

Price, for \i in. pipe, as per cut..(Cipher, Keepsake) 1 00 


DEMING-VERMOREL" 
SPRAY NOZZLE, FIG. 963 
The ** Demlng-Vermorel 99 is an 
fMWWp improvement on the Yermorel Noz- 
L~]j zle. It is very simple in construc¬ 
tion and throws a finer spray than 
any nozzle in use. This nozzle will be furnished with any of 
our pumps instead of the Bordeaux, when so ordered. 

Price, for J^-in. pipe, as per cut. 


(patented.) 



Fig. 960 


Fig. 966 


Fig. 971 


..(Cipher, Ktfel) 100 

Fig. 980 



Fig. 960, Acme Spray Nozzle, fits Figs. 966 and 749..(Cipher, KalpieY 

Fig. 966, Nozzle Connection, fits regular l A and %-inch male hose couplings. All of our 

regular spray nozzles fit it. Price.-...(Cipher, Keyhole) 

Fig. 749, Hose and Nozzle Coupling, for H or % inch hose, as ordered. All our regular 

nozzles fit it. Price.. (Cipher, Keynote ) 

Fig. 971, Pole Connection for Figs. 966 and 749. Price...(Cipher, Kruller) 

Fig. 980, Double Spraying Attachment, is for the use of two nozzles^ in connection 
with figs. 966 and 7 49. Price..(Cipher, Kreosote) 

* /“\ Fig. 366 


Fig. 864 


Fig. 963 




(BOTH OPEN®®? 



Fig. 962, Brass Undersprayer. Fits all our Nozzle Connections. Price.... (Cipher, Kyanite) .25 

Fig. 364, Plain Discharge Y, for use on Fig. 650 and other orchard sprayers.(Cipher 

Kraal) .. 1.00 

Fig. 366, Discharge Y, with cap and shut-off cock, for use on Figs. 649, 650, 646, 614, etc. 

Pnc6....,nM.....>...NM*...«tNM.....HN .....................m.........»....m.............. (Cipher, Kestrel) 3.00 

N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue, 


, Google 
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MODERN SPRAYING APPLIANCES 


BAMBOO EXTENSION ROD. FIG. 761 

This bamboo extension rod is 8 feet long, one end being fitted with brass 
stop cock into which Figs. 749 and 966 will screw, and the other end fitted for 
nozzles, Figs. 963 and 965. 

Price.(Cipher, Kalender ) $3.00. 

SPRAY PIPE EXTENSION, FIG. 070 


a 

Fig. 970 is an extension similar to Fig. 751, but is made of X in. iron or 
brass pipe, 8 feet long. 

Price, iron pipe.(Cipher, Kaland) $1.25 

Price, brass pipe.(Cipher, Kalif) 4.00 


HOSE NIPPLE, FIG. 951 

For X or j^-inch hose, 
(Cipher, Kantian) 
$0.30 


PRESSURE GAUGE, FIG. 688 

This gauge is often 
used on large pumps for 
orchards, and on white¬ 
washing and painting 
machines. 

Price, X-inch pipe, 
(Cipher, Kamsiri) $7.00 




GAUZE STRAINER, FIG. 367 

Fig. 367 is a strainer of large area covered with fine gauze so 
that nothing can pass which will clog the nozzles. Furnished 
with our Barrel Sprayers. 

Price, for i-inch pipe.(Cipher, Kantist ) $0.75 



BRASS HOSE COUPLINGS, FIG. 949 

ABiSDiii 


^6-inch.(Cipher, Knoll ) $0.15 

X-inch.(Cipher, Knob ) 0.20 



PATENT HOSE CLAMP, 
FIG. 955 

X-inch... (Cipher, Knabble) 
$0.10 


STANDARD RUBBER HOSE, FOR SPRAY PUMPS, ETC. 

Three Ply Hose for Figs. 549, 550, 645, etc., }£-inch per foot. $0.25 

Rubber Tubing, f^-inch, for Figs. 669, 659, 689, 675, 664, 649, 651, and 

676, per foot. 0.20 


In Telegrams use Cipher Words Designating Pomps—See Code, pages 4 and 4 
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IMPROVED BUCKET SPRAYERS 


Vlv. AAO 


Fig. 659 


rig. 689 


The “Prize 1 * 


The "Success” The “PerfectSuccess** 


Fig. 669. The “Prize** is the best low priced bucket Spray Pump on the 
market. It has all brass working parts, large air chamber 
capacity in handle, and delivers a strong continuous spray or 
solid stream from the Acme Nozzle with which it is furnished. 

The foot-rest is adjustable, and is malleable iron. 

Price, without bucket.(Cipher, Kafir) 6 00 

Fig. 659. The ‘‘Success’* Spray Pump has brass air chamber in the stock, 
and is furnished with the “ Bordeaux** Nozzle, which throws a 
continuous solid stream, fine or coarse spray,or maybe shut off 
entirely. If clogged it may be instantly degorged by turning 
the handle. The “ Success** is what its name indicates, success- 
ful and popular. 

Price, as shown.(Cipher, Koran) 6 00 

Fig. 689. The “Perfect Success” is the same as the “Success,” except 
that the foot-rest has an adjustable bucket and bail clamp, en¬ 
abling the user to carry the bucket and pump in one hand. Fig* 

689, like Figs. 669 and 659, has the hose wire wound next to 
pump. 

Price, without bucket.(Cipher, Kelter) 7 00 

, Seven-foot Section # inch Hose, Couplings and Pole Connec¬ 

tion, for use with 

YlfS* 669,659 and 689.(Cipher, Kedlack) 9 00 

K. 6,—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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IMPROVED GARDEN SPRAYERS 

Fig. «7A Fig. <51 




Fig* 676. The 44 Success” Knapsack Sprayer is not of the ordinary 
type, but is made of the finest materials, and in the most practical 
form. It may be used both as a knapsack' and garden or greenhouse 
outfit In addition to the broad straps and extended lever and handle 
for use when on the back of the operator, it has a handle for carrying 
it as a bucket pump, and by removing the lever and attaching the han¬ 
dle shown by dotted lines it is converted into a perfect bucket pump. 

The Mechanical Agitator, under Sprayer (A), Drip Cup, Foot 
Rest and Wrench, make it complete. Having a copper tank and brass 
pump it will stand the most severe usage. 

Price, complete, as shown in cut.(Cipher, Kettle) 16 00 


Fig* 651* The “Gardener's Choice” is light and portable, allowing of its 
use in places where other wheel outfits may not be taken. The pump 
is nearly the same as Fig* 664 9 and fitted with four feet of hose and 
the Bordeaux nozzle. This is an admirable general purpose sprayer. 

The wheels and frame are made of iron, and the hard wood tank 
is securely fastened to the latter. 

Fig. 661 9 as illustrated and described.(Cipher, Kiddet) 16 00 


Seven-foot Section of Hose and Pole Connection for the above 
Sprayers.;.....(Cipher, Kedlack) 2 00 


In lUeframs use Cipher Words Designating Pumps — See Code, pages 4 and 4 
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The above cut represents our “Gem” Spray Pump, Fig. 604,at- 
tached to Barrel Cart, Fig. 650, both of which are listed below. For 
convenience, they are shown in the same cut, but are erf separately. 
The outline cut shows Pump enlarged and in detail. The key explains 
construction. 

The “ Gem ” Pump when used with the Barrel Cart can be set on 
any part of the chine for either right or left-handed person. The cart 
can be pushed from place to place, and the barrel can be readily dis- 
. f B connected from or attached to the truck while barrel is either full or 

fed empty. 

° ^ The running gear (of Fig. 650 Barrel Cart) may be ordered with¬ 

out barrel. The trunnions can easily be fastened to any good water¬ 
tight barrel by a person with ordinary mechanical ability. 

The combination of Barrel Cart (Fig. 660), and “ Gem ” Pump (Fig. 664), as shown In the 
above cut, makes a splendid spraying outfit. If desired, a horse can be hitched to this Barrel 
Cart. See sep a rate lists below for Pump and Barrel Cart respectively. 

The working parts of pump are all brass . This Pump has 4-inch stroke and l^-inch 
cylinder. 

PRICE LISTS. 

"Gem” Pump. 

Fig* 664, "Gem” Pump, as per cut and description, with 4 feet discharge hose and Bor¬ 
deaux Nozzle. . ...(Cipher, Knotted) 9 00 

Seven-foot section of hose and couplings, with pole connection, for " Gem ” Pump, 

extra...«.(Cipher, Kedlaeb 2 00 

Babbbij Cast. 

Fig. 660, Barrel Cart, running gear only.....(Cipher, Knotting) IS 00 


Fig. 640, Barrel Cart, complete, with fiO-gallon barret..(Cipher, Knotlgss] 


, B.—Alphabetical Index is in front, and Fig are Index in back, of Catalogue. 
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FI*. 650 


FI*. 645 



(Barrel not furnished with Pump.) (Showing Outfit A. Barrel not furnished.) 

Fi*. 550 . The M Simplex •* Spray Pump is our popular low-priced outfit. 
It has all brass working parts, and brass-lined cylinder, 2 % inches in diameter, 
5 -inch stroke. The plunger is brass, with indestructible packing, which requires 
no attention whatever. This pump has mechanical agitator. The discharge is 
fitted with plain Double Discharge Y (Fig. 364 ) and a cap, but at extra price 
given below will be fitted with Fig. 366 three-way cock. 

FI*. 645 . The M Century M is our best Barrel Spray Pump. The cylinder is 
brass, 2 % inches in diameter, 6-inch stroke. The valves are bronze balls; the 
plunger is brass and has two indestructible packing crimps; air chamber is large 
and mechanical agitator complete. The strainer is also a feature of this pump, 
as it cannot clog. The discharge is fitted with Fig. 364 Double Discharge Y, 
unless otherwise ordered. 

PRICE LISTS 


Description. 

1 Fig. 550 | 

I Fig. 645 

Cipher 

Price 

Cipher 

Price 

Pump only, no hose.. 

Outfit A, Pump with one 12%-ft. section 
%-in. hose, pole connection and nozzle... 
Outfit B, two 12%-ft. sections %-in. hose, 
pole connections and nozzles. 

Kidney 

Kilted 

Kimbo 

900 

13 50 

18 00 

Kinate 

Kernish 

Knightly 

13 50 

18 00 

22 50 


Tigs. 610 and 046 and Outfits, with Fig. 866 (Cipher, KettreQ , $2.00, extra list. 

Section of 24-in. hose, 12% feet long, with couplings, pole connection and Bordeaux 

Nottle complete.. . ...(Cipher, Knavuh) 4 BP 


In Telegrams use Cipher Words Designating Pumps —See Code, pages 4 and 5. 
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THE “ GRANGER” BARREL SPRAYER 

WITH SUBMERGED CYLINDER 
Fig. 638 



(Showing Outfit A, Barrel not furnished.) 


The Spray Pump shown on this page combines the good qualities of the 
" Simplex ” and 11 Century M Sprayers, illustrated elsewhere. 

The base is the same as on Fig. 550, and is adjustable for barrels of different 
heights. It will also fit the side of barrel , as well as end. 

The cylinder is submerged as in the “Century ” Sprayer. The diameter 
of cylinder is i#' inches, which renders it easy of operation and capable of 
maintaining a high pressure. 

The air chamber is large and effective. 

The automatic agitator is similar to that on our other barrel pumps. 

This spray pump we can recommend to all fruit growers who want a good 
sprayer at a reasonable price. 

PRICE LIST 

Fig. 638, pump only, with Y connections.(Cipher, Kinkle) $11.50 

Outfit A.—Pump as above, with 12% feet of J^-inch hose, Bordeaux nozzle 

and pole connection.(Cipher, Kino ) 16.00 

Outfit B.—Pump as above, with two i2#-ft. sections of )£-inch hose, 

Bordeaux nozzle and pole connections.(Cipher, Kinone ) 20.50 

Fig. 638 and Outfits, with Fig. 366 , $2.00 extra list, add Cipher word 
“Kestrel." (Example: Outfit B with Fig. 366, Cipher, “Kinone 
Kestrel , * * list $22.50.) 

Section of }£-inch hose, 12^ feet long , with couplings, pole connection 

and Bordeaux nozzle, complete.(Cipher, Knavish) 4.50 


N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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THE PEERLESS BARREL SPRAYERS 


Fig. 529 Fig. 549 



Fig. 529 . The 44 Peerless’* Kerosene Sprayer is designed for use in 
orchards. The mixture of kerosene and water is effected in the same manner as 
with Figs. 649 and 676 * The Kerosene Tank is copper, and with its suction pipe 
may be removed and a pipe and agitator (which go with the outfit), like that on 
Fig. 549 , attached, making it identical with Fig. 549 . See list of Kerosene 
Tank and Attachments below. Fig. 549 can be ordered first, and Kerosene 
Tank and Attachments afterward. 

Fig. 549 . The “Peerless” Sprayer, like Fig. 529 , has all brass working 
parts, large air chamber, Fig. 864 Y Discharge, and mechanical agitator. The 
cylinder is 2 inches in diameter and has 4 ^ 4 -inch stroke. The plunger is all 
brass, and is packed with our indestructible fabric packing. 

PRICE LISTS 


Description 

1 Fisr. 529 | 

| Fig. 549 

Cipher 

Price 

Cipher 

Price 

Pump, as illustrated, less hose. 

Kingbird 

27 00 

Killdeer 

12 00 

Outfit A, pump with one 1254-ft. section 



- 


54-in. hose, pole holder and nozzle. 

Kingdom 

31 50 

Killbuck 

16 50 

Outfit B, pump with two 1254 ft. sections 





of hose, pole holder and nozzles. 

Kingfisher 

36 00 

Kerolite 

2100 


Kerosene Tank and Attachments for connecting to Fig. 549 making it same as 

*Fig. 629.(Cipher, Kemelin) 15 00 

Figs. 629 and 549 and outfits with Fig. 866 3-Way Stop Cock Discharge (Cipher, Kettrel ) 

$2.00, extra list. 

Section of 14-inch hose 1254 feet long, with couplings, pole holder and Bordeaux Nozzle, 

oomplete...(Cipher, Knavieh) 4 60 

In Telegrams use Cipher Words Designating Pumps—See Code, pages 4 and 5. 























Fig. 649. The “Success” Kerosene Sprayer consists of our Perfect Suc- 
' cess bucket spray pump, Fig. 689, with a kerosene attachment. The 
oil tank may be readily removed, and a cap, which we furnish, placed 
on the oil inlet. The pump can then be used the same as our other 
Success pumps, Figs. 659 and 689. 

The operation of the kerosene attachment is the same as in our 
other Kerosene Sprayers, Figs 676 and 529. 

Price, complete, as in cut......(Cipher, Keelings 10 00 

Fig. 676. The “Weed” Kerosene Sprayer is Fig. 675 with kerosene 
attachment essentially like that on Fig. 649, and in the same way it 
may be removed when Bordeaux Mixture or other solutions than 
kerosene and water are to be applied. The tanks are copper, and the 
pump entirely brass, so that it is not affected by the action of 
chemicals. 

The mechanical mixture of kerosene and water, for the destruc¬ 
tion of insect pests, has been proven a success, and the appliances we 
illustrate are the only accurate and durable ones manufactured for its 
application. The percentages of oil are governed by the indicator, 
and when this is properly set, and instructions followed, the results 
are satisfactory. Complete directions are furnished with every 
sprayer. 

Price, complete, as illustrated.(Cipher, Kobalt) 20 00 

Seven-foot Section of f£-inch Hose, with Pole Connection, for the 
above Sprayers.(Cipher, Kedlack) 2 00 

N. B.—Alphabetical Index is in front, and Figure Index in back, of Catalogue, 
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THE DEniNQ PATENT KEROSENE SPRAYERS 

(see preceding pages.) 

FOR MECHANICALLY MIXING KEROSENE AND WATER. 

KEROSENE EMULSION MADE IN THE ACT OF PUMPING. 


The Keresene is placed in a separate tank connecting with the pump cylinder 
by means of a suction pipe. A suction pipe also connects with the water reser¬ 
voir so that both kerosene and water are forced through the pump at each stroke 
of the plunger. The mixing of the liquids takes place 
partially in the pump, but more largely in the nozzle, where 
they are divided into the very finest particles in the shape 
of a mist-like spray. 

The Proportion of Oil is controlled by means of a 
valve in the kerosene tank shown in the accompanying 
figure. This valve is connected with the indicator on the 
top of the tank by means of a rod. 

The Details of the Top of the oil tank are shown in 
the cut to the right of page. The figures on the gauge in¬ 
dicate the per cent, of oil to the entire mixture which will 
be pumped when the indicator is placed at the different per 
cent, marks. Thus, when the indicator points to O the 
valve in the kerosene tank is closed so that pure water will 
be pumped. By turning the indicator a certain amount, 
the check valve controlling the oil is allowed to rise a 
definite height, thus allowing a definite amount of oil to 
pass into the pump cylinder. 

In this manner a definite proportion of 
tained and can be changed by turning the 
The proportion of oil does not vary except 
indicator is turned. It can thus be relied on 
at all times to give just the strength of oil 
that may be wanted. Example : To make 
a mixture containing fifteen per cent, oil— 
the proportion we recommend for general 
use—it is only necessary to fill the main 
tank with water and the smaller one with 
kerosene, turn the indicator to the fifteen 
per cent, mark, and the apparatus is ready 
for use. A new proportion of oil may be 
obtained by simply changing the position of 
the indicator. When the position of the 
indicator is changed , however, the new 
proportion will not be obtained until a few 
strokes have cleared the mixture already in 
the pump. 

No measuring of either the oil or wat 
is required. 

Nothing is more simple . Nothing is 
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SOilE USES OP KEROSENE SPRAYERS 

(see preceding pages.) 

Some Idea of the Usefulness of these sprayers may be obtained from the 
following enumeration and table. 

The Perfecting of the Doming Kerosene Sprayers marks a new era in 

practical entomology. The fruit grower may now bid defiance to the San Jos6 
and other scale insects. 

Cabbage Worms. Make the application as soon as the worms are noticed, 
using from io to 15 per cent, of oil. When the worms are young they are on the 
under side of the leaves. 

Horn Flies. Make the application of 10 per cent, of oil whenever the flies 
are abundant. Direct the spray where the flies are thickest. About four spray¬ 
ings on consecutive days will clean them out. 

Scale Insects. These are coming more and more into notice. Use 15 per 
cent oil for treatment during the growing season, and 40 to 50 per cent oil for a 
winter treatment. 

Plant Lice. These abound upon every plant. The green lice are all readily 
destroyed by using a 10 to 15 per cent. oil. With the cherry Aphis or other black 
species, it will be necessary to use 15 to 20 per cent. oil. 

Lice on Domestic Animals. Large sums of money are annually spent in 
the purchase of insecticides for these pests. They are readily killed by 15 to 20 
per cent of oil. Spraying poultry houses by means of a kerosene sprayer will 
destroy the mites and lice. 

A Proportion of 15 per cent, of oil is recommended for all purposes except 
as indicated in the following table. It will be noticed that tnis is a greater 
strength than is usually recommended when an emulsion is used. 


TABLE SHOWING USES OF KEROSENE SPRAYERS 


Position of Indicator Show¬ 
ing Per Cent of Oil. 

USES OP THE DIFFERENT PROPORTIONS OF OIL. 

0 

Pure water will be pumped when the oil valve is closed. 

6 

Seldom used. 

10 

Mealy bugs, scale insects and plant lice on tender plants. 
Horn flies on cattle. 

Will not injure the foliage on tender plante. 

16 

Scale insects and plant lice of all kinds, except on tender 
hot-house plants. All caterpillars exposed on leaves, cab¬ 
bage worms, ants, chinch bugs on corn. 

Will not injure ordinary foliage. 

20 

Scale insects and plant lice not killed by 15 per cent, of oiL 
Lice on cattle, dogs, horses and poultry. Mites in poultry 
houses. # 

Will rarely injure ordinary foliage. 

80 

Lice on hogs, fleas on cats, dogs, etc. 

Cannot he need on foliage without injury. 

40 

Ticks on cattle. 

60 

For the winter treatment of scale insects. 


N. B.— Alphabetical Index la in front, tad Figure Index la b a ck, <f Ortllopi 


Digitized by 


Google 








THE DEMING COMPANY, SALEM, OHIO. 


249 


THE DEHIN0 FIELD SPRAYER 

FOR SPRAYING POTATO PLANTS 

STRAWBERRY AND COTTON PLANTS, SMALL NURSERY STOCK, ETC. 

FI*. 653 



The potato spraying appliance shown in the accompanying cut is intended 
to be attached to any barrel sprayer, such as Figs* 550* 549* 645* etc. The out¬ 
fit may be placed on the end of a wagon or truck and a section of hose connected 
with the spray pump. The four Bordeaux Nozzles are adjustable for any width 
of rows, from 28 to 44 inches, and may be raised or lowered as desired. The 
nozzles can be set at desired angle for forward or backward spraying. The 
nozzle holders may be brought together so that the wagon can pass through any 
gate. 

With this outfit one person can do all the work of spraying, for all that is 
necessary, after the preliminary work of filling the spray barrel, etc., is to drive 
and pump. With this appliance any barrel sprayer having discharge hose con¬ 
nections can be used. A rticles in dotted lines not furnished. 

« PRICE LIST 

Fig* 658 * complete, as shown in cut, with four Bordeaux Nozzles and two 
sections of ^-inch wire-wrapped hose, and two sections of >£-inch 
hose, with couplings for connecting to discharge hose of any barrel 
pump.(Cipher, Katydid) 15 00 

Section of ^-inch hose, with couplings, for attaching Field Sprayer to any 

orchard spray pump.(Cipher, Kantry ) 2 00 
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“BONANZA” DOUBLE-ACTING SPRAY PUMP 

WITH BRONZE BALL VALVES AND CUIDED PISTON ROD. 


Fig:. 614. 



The Bonanza Spray Pump in design and construction is as near perfection 
as it can be made. Like the Planet, it is adapted for large orchards. 

The salient features of this Pump are: a very large Air Chamber (26 times 
plunger displacement); brass-lined cylinder; bronze ball valves and seats; guided 
brass Piston Rod; indestructible fabric plunger cup packing; also accessibility 
of valves and other parts. These points of superiority collectively make the 
Bonanza the best orchard Spray Pump of large capacity ever offered. 

The “Pump Only,” as illustrated, is fitted with two (Fig. 364) double 
discharge plain Y hose connections (or three-way Fig. 366, as ordered), each con¬ 
nection having a tight cap on one branch, so that either two, three or four 
sections of discharge hose can be used at once. It also has 4 feet of i%-inch 
wire-lined suction hose and a suction strainer with nipple and lock nut for 
attaching to a barrel or tank. Customers can thus select their own hose and 
attachments for the Discharge; or we will furnish same as listed below. Size of 
cylinder 2% inch, stroke 5 inch. 

PRICE LIST 

Bonanza “Pump Only,” as described above.(Cipher, Kabook) 32 60 

Bonanza “ Pump Only,” as described, with two Fig. 366 instead of two 

plain Y discharge connections.(Cipher, Keeler) 36 50 

Section of -inch hose 12# feet long, with couplings, pole holder and 

♦ nozzle complete..(Cipher, Knavish) 4 60 

Section of #-inch hose 25 feet long, with couplings, pole holder, also 

Fig. 980 Y and two nozzles...(Cipher, Keslof) 9 00 

N. B.—Alphabetical Index is in front, and Figure Index in back, tf.Catalofos, 
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DEMING 

GASOLINE ENGINE SPRAYING MACHINE 


USED WITH TANK ON WAGON. FOR SPRAYING 
ORCHARDS AND SHADE TREES 


■ The engine cylinder is water-cooled. The 

piping for circulation is ingeniously con¬ 
structed with an expansion tank (operating 
like a hot water heater), as shown - in the en¬ 
graving, and thus the necessity of pumping 

I the cooling water is obviated . Drip cocks are 
provided for draining. The filling is done in 
the expansion tank, the top of which is re¬ 
movable. The base of this outfit is a tight 
tank or reservoir for the cooling water. The 
electric igniter is strong, and the current is 
furnished by improved dry batteries. The 
lubrication is simple. 

The pump is double-acting, similar to Fig. 

614, described elsewhere. The pump speed is 
about 50 revolutions per minute. 
A safety valve and pressure gauge 

The safety valve on discharge 
L^£n\ at air chamber, as furnished, is 

set to re ^ eve at 60 pounds pres- 
ibfeylL sure. The safety valve is adjust- 

able, and can be set to relieve at 
an Y pressure up to 125 pounds. 

. 1)1 An agitator may be fitted to the 

IL/// machine by the purchaser to suit 

conditions, a face plate with wrist 
IiEGkhKI *;P in being provided. Any good 
^^f^niechanic can make a suitable 
^ . ' ^ ^|^p^cigitator with either wooden or 

The complete outfit is readily 
mounted on wagon bed or tank 
>hed as above described with gasoline can, dry batteries (in 
of lubricating oil, and a starting crank. The machine com - 
outfit for the farmer , orchardist or park superintendent . 


(Cipher, Kevel) 7.50 
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THE •• CE 



PAINTING AND WHITEWASHING OUTFIT 


Fig. 644 



This outfit will be found a most convenient and profitable addition to the 
equipment of factories, warehouses, abattoirs, etc. Two men with this outfit 
can do the work of a dozen men with brushes, and in many situations much 
better work can be done, as the material is forced into the deepest recesses on 
rough walls. 

A treatment with whitewash or cold water paint, applied with this outfit 
saves many times its cost in bills for lighting, and permits better work in a 
machine shop or foundry, because of the greater diffusion of light. 

The pump used is Fig. 645, described on another page. This outfit has 
mechanical agitator, stop cock on discharge, and one 25-ft. section of ^i-inch 
hose, with pole connection and two nozzles — an Acme and a Bordeaux. 


PRICE LIST 

Ftg. 644 , as shown and described.(Cipher, Kaiser ) $30.00 

Outfit A same as above, with two 25-ft. sections of f^-inch hose each with 

two nozzles, etc...(Cipher, Kanaka) 36.50 
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THE DEMINQ PNEl|MATIC PAINTINQ MACHINE 

FOR ELECTRIC OR GASOLINE MOTOR 



(The engraving represents Fig. 682 .) 


The Electric Driven Pneumatic Painting Machine, Fig. 682, illustrated 

above, we have furnished to some of the largest manufacturers. It consists of a 
convenient and heavy truck on which is mounted an air-tight steel tank of 60 
gallons capacity, connected to our Fig. 6 8 Os Air Compressor with a small electric 
motor. The motor is operated by current taken from ordinary incandescent 
electric light connections about the mill or factory. The paint or white¬ 
wash is thoroughly agitated by the air in entering the tank at the bottom. 
The tank is filled by a funnel connected to pipe on end of the same, and is 
cleaned by opening valve at bottom. A pressure gauge and safety valve are 
provided. No liquid enters the compressor, as it is discharged directly through 
nose and nozzles by the air pressure, which remains constant, as regulated by 
the safety valve. 

Where electric current Is not available, we furnish the outfit (designated as 
Fig. 683) with a small gasoline engine, with air-cooled cylinder, as listed below. 
The outfits are furnished without hose and nozzles, which are listed separately. 


PRICE LIST 

♦Fig. 682, with Electric Motor, as per cut and description (Cipher, Kraken) 225 00 

Fig. 683, with Gasoline Engine as described.(Cipher, Kratna) 260 00 

60 -foot section of y%- inch hose, with couplings, pole connections and two 

nozzles (used separately), a Bordeaux and Acme.(Cipher, Krang) 10 50 

♦In ordering Fig. 682 state current and voltage. 
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DIRECTIONS AND SPECIFICATIONS 

POR LOCATING AND ORDERING 

THE DEMINQ HYDRAULIC RAM 


It Is Impossible in a general catalogue like this to give exact specifications of the various con* 
ditions under which a Hydraulic Ram will operate successfully. The illustration below will give 
a general idea of the utility of this wonderful machine in supplying water to a suburban or 
country residence. 

The Storage Tank may be located where desired. It should have adequate ventilation and 
be arranged with Overflow Pipe. 



THE HYDRAULIC RAM IN OPERATION 

In locating the Hydraulic Ram, it should be observed that the length of the Drive or Supply 
Pipe ought not to be less than three-fourths of the height to which the water is to be raised or five 
times the height of supply; it may, however, be longer. The Hydraulic Ram is most efficient 
when the volume of the Air Chamber is equal to the volume of the Discharge Pipe. The length 
of Discharge Pipe is best not to be greater than twenty times the height to which water is dis¬ 
charged or elevated by the Ram. All turns or angles in the Discharge Pipe should be avoided, 
and the Ram should be set level so the Impetus Valve is vertical. A drain should be arranged to 
carry off the waste water, and the Ram covered to protect from frost. 

In ordering a Hydraulic Ram, care should be exercised in giving us as near as possible the 
amount of water per minute that can be supplied to the Ram; the amount of water required every 
twenty-four hours; the number of feet fall (vertically) that can be obtained from the reservoir to 
the Ram, and the length of Drive Pipe ; also the vertical and horizontal distance the water must 
be discharged (the height water is elevated above the Ram) and length of the Discharge Pipe. 


N. IL—Alphabetical Index to la Croat, aad Figure lades la back* of Catalogue. 
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“DEMINQ” 
HYDRAULIC RAM 

The annexed cut represents the Deming Hydrau¬ 
lic Ram. In locating, a pit should be dug in which 
the Hydraulic Ram may be placed, in order that it 
may not be affected by the frost. Prom the pit a 
drain should be arranged to carry off the waste water. 

A Reservoir should be constructed giving the 
greatest fall or head of water through the Drive Pipe 
to the Ram. 

Our Rams are made of Iron and Bronze. The 
Valve Stem and Case of the Impetus or Waste Valve 
are always made of Bronze, which is the best mater¬ 
ial for the purpose. 

For further particulars concerning the Hydrau¬ 
lic Ram, we refer to the description and directions 
on the preceding page. 


SIZES AND PRICES 


No. 

Quantity of water 
supplied to the Ram 

Length the Drive 
Pipe should be 

CALIBRE OP PIPE 

Cipher 

Price 

Drive 

Discharge 

2 

54 to *2 gals, per minute 

12 to 50 feet 

y A inch 

56 inch 

Hautboy 

900 

3 

154 “ 4 “ “ " 

12 44 50 “ 

1 

44 

1/ 44 

Havoc 

11 00 

4 

3 

tt 7 (« 14 44 

12 44 50 “ 

1% 

44 

Jj 4 * 

Haversack 

14 00 

5 

6 

i< 24 44 44 44 

25 “ 100 44 

2 

44 

1 44 

Hawser 

22 00 

6 

12 

44 25 44 44 44 

25 41 100 44 

m 

44 

IX “ 

Hazard 

40 00 

7 

20 

44 gQ 44 41 44 

25 44 125 44 

4 

44 

2 44 

H azardous 

75 00 

8 

30 

44 120 “ 41 44 

25 44 150 44 

6 

44 

2J4 “ 

Headlong 

126 00 


TABLE SHOWING EFFICIENCY OF THE HYDRAULIC RAM 


Minimum Fall of water, in feet, under which 
Ram will effectively elevate water to the 
height given below 

2 

2 

2 

8 

4 

5 

6 

7 

8 

10 

12 

Height in feet the water may be elevated . . 

4 

6 

8 


24 

85 

48 

68 

80 

100 

120 

Length of Drive Pipe in feet. 

12 

12 

12 

16 

20 

80 

40 

50 

60 

75 

85 

Number of times the height or elevation of dis¬ 
charge is greater than the fall. 

2 

8 

4 

5 

6 

7 

8 

9 

10 

10 

10 

Proportion of water elevated or discharged by 
the Ram. 

f 

i 

t 

A 

A 

A 

A 

A 

A 

A 

A 

Proportion of water wasted at the Impetus Valve 
by the Ram. 

D 

n 

D 

El 

a 

□ 

i 

H 

if 

» 

H 

Per cent, of Useful Effect of Power expended . 

80 

78 

75 

72 

68 

62 

57 

58 

48 

48 

88 


N. B.—The length of the Drive or Supply Pipe should not be less than % of the height to 
which the water is to be raised, or 5 times the height of supply; it may, however, be longer. The 
Hydraulic Ram is most efficient when the volume of the Air Chamber is equal to the volume of 
the Discharge Pipe. The larger size Rams, when an abundance of water is supplied, are adapt¬ 
ed for elevating to the greatest heights and longest distances. The Discharge Pipe should not he 
longer than 10 times the height of discharge. 
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In Locating the Hydraeram or Automatic Pump, a pit should be dujj in which 
to place the machine, so that it will not be affected by the frost A dram should 
be arranged to carry off the waste water, and a reservoir or dam constructed to 
give the greatest fall or head of water. The length of the drive or supply pipe 
ought not to be much less than the height to which the water is to be raised; it 
may, however, be longer. All Short Turns or Angles in the drive and discharge 
pipes should be avoided, and the Hydraeram should be set level. The pit is better 
to be mason work with cemented bottom. . The machine may be screwed to a 
plank or timbers set in the bottom of the pit; or the foundation may be of stone 
or cement, leveled up. and with base bolts set in. The Adjustable Weight on the 
rocker-arm should be set down toward the impetus valve where the ratio of fall to 
elevation is great, and for a less ratio of fall to elevation this weight should be set 
closer to the fulcrum or hinge. For a small amount of fall, or low head of water., 
the weight may sometimes be removed entirely. Experiment will determine the 
best position. The Stroke Regulator Screw where the supply of water is small 
should be set for a short stroke of the impetus valve, which causes the waste of a 
smaller amount of water in proportion to that discharged. If the supply is abun¬ 
dant, the stroke may be lengthened. By experiment it may be determined what 
stroke is the most satisfactory. The Air Chamber is automatically and constantly 
supplied with air by the peculiar action and construction of the valves. The 
Hydraeram is the simplest and most efficient machine of the kind. " 


[ V* B*— Alphabetical Index la in front, and Slgnre Index In back# of Oatalogntb 

Digitized by Google 









































THE DEMING COMPANY, SALEM, OHIO. 


257 


THE DEMINQ “HYDRAERAM* * 

A MODERN HYDRAULIC RAM 

PIG* 696 

The apparatns represented by the annexed engraving is our new Automatic 
Hydraulic Pumping Engine, or Hydraulic Ram, which we designate as Fig* 695 
and have given the name of ** Hydraeram.” This name has been registered 
at the patent office as a trade mark* We have been granted a design patent, 
while other patents are pending on this apparatus. 

The Hydraeram is more efficient than other machines of the kind. It is 

J * u design and construction, as may be 

by the illustration. The Air Cham- 
ase, and Impetus Valve Chamber are 
itegral. The facility with which the 
leram may be adapted to various 
dons surpasses everything in the line 
itomatic pumping apparatus. The 
teram can be regulated without detach- 
\y of the parts, and under favorable 
tions will discharge water to a height 
mty times the amount of fall, 
he Automatic Air Supply is attained 
s valve construction, and is so regu- 
as to give the most efficient results. 

In ordering a 11 Hydraeram,” 
care should be exercised in giving 
us as near as possible the amount 
of water per minute that can be 
supplied to the machine; the 
amount of water required every twenty-four hours; the number of feet fall (ver¬ 
tically) that can be obtained from the reservoir to the “ Hydraeram,” and the 
length of Drive Pipe; also the vertical and horizontal distance the water must be 
discharged , /. e. t height water is elevated, and length of Discharge Pipe. Direc¬ 
tions for setting and starting furnished with each machine . Specification sheets 
forgiving exact data , with instructions , will be furnished on application. 

SIZES AND PRICES. 


| Drive. 



Sizes of Pipe. 


Extreme 

Height. 


*The No. 10 Hydraeram made entirely of Brass, $30.00 list. 
^Approximate, 



5'A in. IHydrnm 12 SO 
Hydric 15 00 
Hydride 25 00 
Hydrogen 45 00 
Hydromel 75 00 
Hydropath 125 00 
Hydrozoa 225 00 
Hydrotio 900 00 
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THE DEMINQ HYDRAULIC PUMP 

WITH BRACKETS AND DRIP PAN, BRASS-LINED CYLINDERS, BRASS 
VALVE CHAMBER AND VALVE STARTER 

Fig. 680 



Fig. 680 is similar to a single cylinder Steam Pump in appearance and construction, but 
ia operated by water pressure instead of steam. It is a most useful and practical pump. The 
pressure from the water mains supplies the power by which cistern or other pure water may be 
pumped into a tank, or direct into the house system, furnishing hot and cold water. The upper 
stories of tall buildings where otherwise the pressure would be inadequate may by this Pump 
be supplied with water. 

Both of the cylinders are brass-lined, and the 44 cut off " (main and auxiliary) valves and the 
valve chamber are solid brass, as are the plungers and the plunger rod. 

It is provided with an air chamber on each end, relieving the pump of sudden jars and 
insuring smoothness of motion. Many hydraulic pumps are on the market, but few of them 
have distinctive merit, for as a rule they are complicated, and seldom work long without 
repairs. It is not only exasperating but dangerous when a pump refuses to work and the Bup- 
ply in the hot water tank becomes exhausted. 

By using the improved Demlng Hydraulic Pump the householder’s troubles from this source 
are at an end, and we declare that Fig. 686 is the most economical pump manufactured. When 
pumping direct into the house system no house tank is necessary, but an automatic cut off valve 
should be used to prevent waste of water. Its operation is simple. It is placed on the line of 
city supply pipe, allowing pump to work until the pressure in the house system reaches the 
desired point, when the valve closes, and by shutting off the city supply stops the pump. When 
water, either not or cold, is drawn, the valve opens and the pump starts. 

In general it may be estimated that No. 1 will elevate water a* many feet ; No. 2, one and one- 
halftimes as many feet ; No. 8, twice as many feet , and No. 4, two and one-half times as many feet, 
m there are pounds pressure to the square inch at the Pump in the City Supply Pipe. With 
ample pressure. No. 1 is the most economical , since it uses a less amount of water in the Power 
Cylinder than it discharges from the Pump. 

SIZES AND PRICES 



POWEB CYLINDEB 

PUMP CYLINDEB 

Length 

Stroke 

DIMENSIONS 

Cipher 

Price 

Diam. 

Supply 

Waste 

Diam. 

Suct’n 

Disch’ge 

Lgth. 

Height 


2% in. 

% in. 

%in. 

8 in. 

% 

% inch 

3 inch 

18 in. 

15% in. 

Keenly 

40 00 


2% “ 


xz *« 

2*4 44 

a? *« 

X 44 

3 44 

18 44 

15*4 44 

Keeper 

40 00 


8 “ 

a/ a 

O ,i 

2*4 “ 

p ii 

% 44 

3 44 

18 44 

15% 44 

Kidnap 

40 00 


8 44 

*7 (1 

Lz «* 

2 44 

H 44 

X 4 ‘ 

3 44 

18 44 

15% 44 

Kindred 

40 00 


Automatic cut off valve complete, as described above.. . .....(Cipher, Krumhom) 6 00 

N. B*—Alphabetical Index la In front, and Figure Index in bach, of Catalogue. 
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THE DEMING COMPANY, SALEM, OHIO. 

THE ••TOTAL ECLIPSE M 

HYDRANT AND STREET WASHER 

Nig* 665 —Hydrant WITH COMPRESSION ANTI-PREEZINQ VALVES 


The annexed cuts represent the “Total 
Eclipse” Hydrant and Street Washer, which 
we can confidently offer to the trade with the as¬ 
surance that they will give perfect satisfaction. 

They possess the following points of excel¬ 
lence: Compression Anti-freezing Valve; the 
Valves and all working parts of brass; galvan¬ 
ized pipe is used; they close against a pressure 
and no water remains in the top working parts; 
cannot waste when open; waste positively 
open when Valve is closed; inlet for Iron or 
Lead Pipe; can be repaired without dig Jug 
up; every Valve tested and free from flows; sim¬ 
ple, durable, reliable, and reasonable in price. 

SECTIONAL VIEW OP VALVE 


Fig. 666—Street 
Washer 




SIZES AND PRICES 


% INCH OPENING 



1 INCH OPENING 


Fig. 665 


Cipher 


Heaping 

Hearer 

Hearing 

Hearten 

Heartily 

Heartless 

Hearty 

Heathen 


Vyi INCH OPENING 


Fig. 665 Fig. 666 


Price Price 



dm Cipher Words Designating Pumps—Bee Code, pages 4 and 4 


, Google 
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THE DEMING COMPANY, SALEM, OHIO. 


CAST IRON AND WROUOHT STEEL SINKS 

"COLUMBUS" WROUGHT STEEL SINKS 



These Sinks are made from one 
plate of wrought steel and are lighter, 
stronger and more durable than Cast 
Iron Sinks. The strainer and coup¬ 
ling for pipe are attached firmly to 
the Sink. The entire coupling is 
made of Brass threaded for Iron Pipe, 
and a Brass Soldering Tube is added 
for Lead Pipe. 


SIZES AND PRICES 


Size 

Inches 

PAINTED 




Price 

Price 

Price 

1 Price 

16x24x6 

2 00 

4 00 

6 50 


18x30x6 

2 80 

5 10 

8 50 


18x36x6 

8 25 

6 50 

9 50 


20 x 30 x 6 

3 00 

6 25 

9 00 


20 x 36 x 6 

8 70 

7 75 

10 50 


20x40x6 

4 00 

8 50 

11 50 

Koni 


“NEW ERA" WROUGHT 8TEEL SINKS 

These Sinks are substantially the same as the Columbus, except they are 
lighter weight and have connections same as on Cast Iron Sinks, for Lead Pipe. 
List prices same as Columbus Steel Sinks above. Sinks on this page are 6 inches 
deep. 



PLUMBERS' CAST IRON SINKS 


Size 

Inches 

PAINTED 

GALVANIZED 

WHITE 

ENAMELED 

Price 

Price 

Price 

12 x 18 x 6 

1 25 

2 60 

4 75 

14 x 20 x 6 




15 x 27 x 6 


4 25 

7 25 

16x24x6 


4 00 

6 50 

16x28x6 


4 50 

7 50 

16 x 30 x 6 

2 25 

4 75 

7 75 

18 x 24 x 6 


4 30 

7 00 

18 x 30 x 6 

iiB 

5 10 

8 50 

18 x 32 x 6 

^B iiSHii 

6 25 

9 50 

18 x 36 x 6 

^B; Sl&S# 

6 60 

9 50 

20 x 30 x 6 

tfS^B 

6 26 

9 00 

20 x 36 x 6 

^B 7i^B 

7 75 

10 50 

20 x 40 x 6 


8 50 

11 50 

20 x 42 x 6 

4 25 

9 00 

12 00 

22 x 42 x 6 

4 25 

9 00 

12 00 

24 x 48 x 6 

5 75 

12 25 

15 00 

24 x 50 x 6 


16 00 

18 00 


N. B.—Alphabetical Index ie in front, and Figure Index in back, of Catalogue. 

Digitized by Google 
























































Lever Handle, Rough Stop. T Handle, Rough Stop. T Handle, Hydrant. 


Size, inches. 

Bough Stop®, Lever Handle,.... 

44 44 44 44 Check and Waste... 

•( «« rp it 

44 44 44 44 Check and Waste.” 

Hydrant Cocks, Check and Waste. 



Fig. 916 


Lever Handle Bibb Cocks,for Iron Pipe 


Fig. 917. 



Lever Handle, Plain Yin'd 


20 00 29 00 46 00 76 00 10800 225 00 Lever Handle, Hose 


Fig. 918 


<4 


Compression Bibb Cocks, for Iron Pipe 


Size, Inches.. % % % X 1 

Plain Rough, per doz. 11 50 12 50 15 00 19 00 36 00 

44 Finished, 44 12 00 13 00 16 00 20 00 40 00 

Hose Rough, 44 14 50 17 00 21 00 39 00 

44 Finished, 44 15 00 18 00 22 00 43 00 


Fig. 919 



T Handle Compression, Plain Bibb. 


T Handle Compression, Hose Bibb. 


In Telegrams use Cipher Woads Designating Pomps—See Code, pages 4 —ii a. 
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THE DEM1NG COMPANY, SALEM, OHIO. 


Fig, 900 


BRASS GOODS—VALVES 

Globe and Angle Valves—Pigs. 900 and 901 




Fig. 901 



Low Pressure Safety Valves—Fig. 907 


Fig. 907 


Size, inches. 

% 

1 

IK 

IK 

2 

Price, each. 

\ 2 60 

3 80 

4 50 

6 35 

8 65 






1 

glsi 

M 

H 

gj 



mm 



Straight-Way Double Gate Valves—Fig. 908 Fiff# 909 


Size, inches.. 


H 1 % 

1 

IK 

IK 

2 

|l 3011 75|2 50 

3 50 

5 00 

7 50 


2 K 3 


Butterfly Valves—Fig. 909 

Size, inches. I 1 I 1 % I IK I 2 I 2 H I 3 


uSSSSI 





M. B^Alplisbatlcal Index Is in front, and Figure Index in ba ck , of Catalogue. 
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ACCESSORIES FOR POWER PUMPS 


BRASS AIR AND CYLINDER COCKS 

Wtg. 788 Fig. 924 Tig. 791 



Sizes for Iron Pipe, inches. 

V* 

Ya 

% 

14 

% 

Fig. 788, Air Cock, Tee Handle. 

Fig. fi24, “ Lever 44 . 

Fig. 791, Cylinder Cock, Lever Handle 

.40 

.55 

.40 

.55 

1.15 

.50 

.65 

1.30 

.60 

.75 

1.85 

zed 



IMPROVED OIL CUPS 


Glass Body with Sight-Feed, 
Set-Feed and Stop-Feed 


Glass Body with 
Set-Feed 


Plain Brass 


BRASS GREASE CUPS 


Moon ’’—Automatic 


Sizes for Iron Pipe, inches. . 

1 X 

% 

H 

M 

% 

| % 

*4 

*4 

3 A 

Outside Diam. of Bodies. 

Plain Brass, price. 

'Jl 

Vs 

.35 

1 

.40 

% 

% 


i H 

1.25 

2 

1.75 

2 A 

2.75 

Outside Diam. of Glass. 

With Set-Feed, Finished Brass, price. 

With Sight-Feed, “ “ “ 

1.30 

3.00 

% 

3.25 

VA 

1.70 

3.50 

l% 

3.75 

2 

2.10 

4.00 

VA 

2.45 

4.45 

3 

4.80 

7.30 

& 

9.50 



Sizes for Iron Pipe 

X 

X 

l A 

% 

% 


X 

The Rex, Outside 

Diameter. 

The Rex, price. 

1*4 

.55 

2 

.70 


2% 

.90 

2% 

1.20 



The Moon, Outside 

Diameter.. . 

The Moon, price.... 

1 

1.50 

1*4 

2.00 

2 

2.50 

VA 

3.20 


*3 

CM 

3 % 
5.50 


In Telegrams use Cipher Words I>e8igaating Pumps—See Code, pages 4 and ft. 


i Google 
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THE DEMING COMPANY. SALEM, OHIO. 


BRASS GOODS—HOSE 


Ft*. 045 


Hose Pipes. Screw Tip—FIff. 040 



No. 2, for H in. Hose, 396 in. long, per doz., 0 40 No. 10,for 1 in. Hose, 5 
Nn i •« 1 1 •« “ “ «* “ 11 40 No. 12, “ 1 5% 

Wn s’ " lit •• •• “ " 60 No. 14, “ V/i “• " 6 • 1 

nSS M g M M 4VI ” » « " 60 No. 16, ** VA ** “ “ “ " “ 1- 

Hose Band Fasteners for above — No. 1, % to 1 inch, inclusive r 50 cts. No. 2,1^ to 2H inch, 
inclusive, 75 cts, each. 

Jgf The Success Lawn Sprinkler. 

Fig. 640. The Success Lawn Sprinkler, with Japanned Malle- 
able Iron Sled ' Nickel -P lated Bra88 Nozzle and Hose Connection. 
Price (neatly put up in box), each..1 00 


N. B.— Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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RUBBER, COTTON AND LINEN HOSE 


RUBBER HOSE 



Size, inches 


2 Ply Conducting. 0 20 0 25 0 33'0 42 0 50 0 58 0 66 0 75 0 83 0 92 0 99 1 32 1 65 1 98 2 31 2 04 2 i 

3“ Hydrant.... 25 30 40, 50 60 70 80 90 1 00!i 10 1 20 1 60 2 00 2 40 2 80 3 20 3 I 

4 ** Engine. 301 37 501 62 75 87 1 00 1 12 1 2511 37 1 50 2 00 2 5013 00:8 50!4 00 4 1 

Five and 6 ply Hose supplied at an advance of 25^ and 50% respectively, on 4 ply prices. 
STEAM, BREWERS*, AIR BRAKE AND OIL HOSE 
Internal Diameter, inches. 77j % j K j I I 1% | 1% I l\ I 2 I 2% \ 


Cotton Hose, Rubber-lined 


COTTON AND LINEN HOSE 


Size, inches. 


Cotton Hose, Rubber-lined. 

Linen “ Unlined. 

“ “ Rubber-lined. 


Smooth Bore Suction Hose, on Round Steel Wire 


Spiral Wire Suction Hose 



— 



2 60 

3 12 

3 50 

4 20 


Size, inches. 


SMOOTH BORE SUCTION HOSE 

..12 1 2%\ 3 I 8^1 4 1 A%\ 5 I 6~\ T 





In Teleframs use Cipher Words Deaifnsting Pumps—See Code, ptfM 4 end 5. 
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THE DEMING COMPANY, SALEM, OHIO. 


REVISED PRICE LIST OF PIPE FITTINGS 


M, H.—Alphabetical Index is in front, and Figure Index in back, of Catalogue* 
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REVISED PRICE LIST OF WROUGHT-IRON PIPE 


FOR STEAM, GAS AND WATER. ADOPTED FEBRUARY 15, 1900. 


Inside 

Diam. 

PLAIN OB BLACK 

GALVANIZED 

Welded 

Thick¬ 

ness 

Weight 
per Foot 

Threads 
to the 
Inch 

Price per 
Foot 

♦Cipher 

Price per 
Foot 

♦Cipher 

Y* inch 

0K4 

Allegheny 

05% 


Butt 

.068 in. 

.24 lbs. 

27 


05% 

Baltimore 

05% 

Amazon 

44 

.088 “ 

.42 “ 

18 

% “ 

05% 

Camden 

05% 

Bay 

44 

.091 “ 

.56 “ 

18 

% “ 

08% 

Detroit 

08% 

Colorado 

44 

.109 “ 

.84 “ 

14 

k “ 

11 % 

Erie 

11% 

Danube 

41 

.113 “ 

1.12 “ 

14 

i •• 

16/| 

Fairmount 

16% 

Elbe 

44 

.134 “ 

1.67 “ 

11% 


22 % 

Galena 

22% 

Firth 

44 

.140 “ 

2.24 “ 

11% 

vX “ 

27 

Harrisburg 

27 

Ganges 

Lap 

.145 “ 

2.68 “ 

11% 

2 “ 

36 

Ithaca 

36 

Hudson 


.154 “ 

3.61 “ 

11% 

2% - 

W/i 

Jamestown 

57% 

Indus 

4ft 

.204 “ 

5.74 “ 

8 

3 “ 

75 % 

Kensington 

75% 

Juniata 

•ft 

.217 “ 

7.54 “ 

8 

3% “ 

95 

Lancaster 

95 

Kanawha 

ftft 

.226 “ 

9.00 “ 

8 

4 “ 

1 08 

Macon 

1 08 

Lake 

<< 

.237 “ 

10.66 “ 

8 

4 % 44 

1 30 

Ouincy 

1 30 

Miami 

ftft 

.246 “ 

12.49 “ 

8 

ft 44 

1 45 

Newark 

1 45 

Nile 

«• 

.259 “ 

14.50 “ 

8 

6 “ 

1 88 

Oneida 

1 88 

Osage 

ftft 

.280 “ 

18.76 “ 

8 

7 “ 

2 35 

Paris 

2 35 

Po 

ftft 

.301 “ 

23.27 “ 

8 

8 “ 

2 82 

Reading 

2 82 

Rhine 

ftft 

.322 “ 

28.18 “ 

8 

9 “ 

3 40 

Salem 


Seine 

ftft 

.344 “ 

33.70 “ 

8 

10 44 

4 25 

Troy 


Tweed 

ftft 

.366 “ 

40.00 “ 

8 

12 “ 

5 20 

Utica 


Ural 

ftft 

.375 “ 

49.00 “ 

8 


♦The Cipher words above refer to sizes of pipe. The Cipher Code is for ordering quan¬ 
tities of Pipe by telegraph. Always write the Cipher word for quantity before Cipher word rep¬ 
resenting size of Pipe. 


CIPHER CODE 


No.of Feet 

Cipher 

|No. of Feet 

Cipher 

No. of Feet 

Cipher 

|No. of Feet 

Cipher 


Asia 


Germany 

4000 

Maine 


Texas 


Belgium 

800 

Holland 

5000 

Nevada 

15000 

Uruguay 


Chili 


Ireland 

6000 

Ohio 


Valparaiso 


Denmark 


Japan 

7000 

Peru 

25000 

Washington 


Egypt 


Kentucky 

8000 

Russia 


Xenia 


France 


Liberia 

9000 

Spain 


Yorkville 


PRICE LIST OF ARTESIAN WELL CASING 



Nominal Inside 
Diameter 

Price per Foot 

Actual Out¬ 
side Diameter. 

Nominal 
Weight per Ft. 

Threads to the 
Inch 

2 inches 

23 

2% inches 

2 22 pounds 

14 

2% “ 

29 

2% 44 

2.82 “ 

14 

2% 

32 

28 “ 

3.13 44 

14 

2% 44 

35 

3 

3.45 

14 

3 

41 

3% 44 

4.10 

14 

3% “ 

45 

3% 44 

4.45 

14 

3% 44 

48 

38 “ 

4.78 “ 

14 

m • 

56 

4 

5.56 

14 

4 

60 

4% “ 

6.00 “ 

14 

:: 

64 

4% 44 

6.36 

14 

4 % 

68 

48 “ 

6.73 

14 

48 “ 

78 

5 

7.80 

14 

5 

82 

5% 41 

8.20 “ 

14 

5 3-16 41 

87 

5% 44 

8.62 44 

14 

5% 44 

1 05 

6 

10.46 44 

14 

6% u 

1 16 

68 “ 

11.58 44 

14 

6% " 

1 24 

7 

12.34 44 

14 

7 % *: 

1 36 

78 “ 

13.55 

14 

78 • 

1 55 

8 “ 

15.41 44 

11% 


1 61 

88 “ 

16.07 

11% 

8% 44 

1 76 

9 

17.60 

11% 

9% 44 

2 20 

10 

21.90 44 

11% 

108 “ 

2 68 

11 

26.72 

11% 

11% “ 

3 05 

12 

30.35 

11% 


• When ordering Casing, specify whether wanted with Inserted Joint ("A”), or Screw and 
Socket (“B") Coupling. 


In Telegrams use Cipher Words Designating Pumps — See Code, pages 4 and ft* 

Digitized by Google 
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THE DEMING COMPANY, SALEM, OHIO. 



Takes pipe, inches.I 54 to 1 


Price, each. 3 60 


Kto 1% I Xto2% KtoZ% 


4 00 5 00 9 00 



Fig. 843 

ROBBINS CHAIN TONGS 


Number.. 

Takes Pipe, inches, 
Price, each. 





“VULCAN 

Pig. 839 

•’ CHAIN TONGS 


Number. 

10 1 

1 11 

12 

13 

Price, with flat-link chain, each 
“ “ cable “ “ 

2 50 

2 25 

3 50 

3 25 

6 00 

4 50 

7 00 

6 25 

Takes Pipe, inches. 

l A to % 

Htol^ 

0 

to 

Yk to 4 


ver all, inches.. 


N, IL—Alphabetical Index is in front, and Figure Index in back, of Catalogue. 
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PIPE WRENCHES, CUTTERS, ETC. 

TRIMO AND 8 TILL 8 ON WRENCHES 



Trlmo Wrench Stlllson Wrench 


SIZES AND PRICES 



Bemls & Call Combination 
Wrenoh 


Ho. 1 


888881 


























































270 the deming company, salem, omo. 


"l to 1% I IK to 2 I 2% to 8 


Dies with each Stock. yj to % 

Dimensions of Dies. 2x K 


IaM. 


3xK 


2% and 8 


Price, each....l 2 00 I 2 75 | 8 85 1 3 35 1 4 75 | 1200 

HART’S DUPLEX ADJUSTABLE DIE STOCK 

FI sr. 837 


SIZES AND PRICES 


Number. 


N. Alphabetical luges f» |u fropt, and Figure lades In back* of Catplofoa 


IMPROVED RATCHET STOCKS FOR THREADING PIPE 

No. 1 Stock, with Leader Screw and Bushings, Pig 846. .each 10 00 
44 2 “ “ “ “ “ 44 “ 846.. 44 16 00 

No. 1 takes 3x3 Solid Dies, same as Pig. 848 
“ 2 “ 4x4 “ 44 44 4 4 44 8 48 

Extra Bushings, each, 60 cents. 

“RUFF AND TUFF’* DIES FOR THREADING 
STEEL PIPE 


reads Pipe. 


Number. 


DIES 


DIE STOCKS WITH SOLID DIES 


84S 


Digitized by Google 
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FITTERS’ TOOLS, VISES, ETC. 

Die and Holder. Fig. 852 



Lightning Taps and Dies Pump Rod Screw Plates 

(%xl6 th’ds, or 7-16x 14 th’ds.) 


•Dies with Guides, each 

Holders, each.... 

Taps, each. 



•Dies only, each, $1.00. 


Fig. 849—Tap 



Ffg. 850—Reamer 



Pipe Taps and Reamers 



In Telegrams use Cipher Words Designating Pomps—See Cede, pages 4 and ft 
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THE DEMING COMPANY, SALEM, OHIO. 




_ For Reaming Ends, _ For Reaming Through. 

Sizes in inches 2 inch 214 inch 3 inch 

Fig. 862 3 00 4 00 7 6 00” 

Fig. 1036_3 00_4 00_6 00 


Valve Grab for Tubular Wells 
Fig. 868 


Taper Tap for Pulling HoPow Rods. 
Fig. 863 1030 


WELL TOOLS AND SUPPLIES 

REAMERS FOR TUBULAR WELL PIPE 
Fig. 868 

Fig. 1086 


Straight Drill, 
with or without 
Leather Valve 


Twist Drill, 
with or with¬ 
out Leather 
Valve. 


Hydraulic Blind Valve 

To fit 1 in. Pipe 
for 2 in. wells...$1 00 
To fit 1 % in. Pipe 
for 3 in. wells... 2 00 
To fit 2 in. Pipe 
for 4 in. wells... 4 00 


Hydraulic Drill 
Rod Coupling, 
Fig 1038 

XXX Strength, 
3% in. long, 
Price, 50c. 


Size of Hole Augers will m ake, inches. 2 2 l A | 3 3% 4 4\4 5 6 

Fig. 879, Chisel Bit Auger, for Clay and Hard Pan... . 5~00 600 7 00 9 00 10 00 13 00 15 00 25 00 

tig. 880, Pod Auger, for Boring and Removing Core,... 5 00 6 00 7 00 9 00 10 00 13 00 15 00 25 00 

Fig. 871, Straight Drill, with or without Valve. 3 60 5 00 7 50 9 00 11 50 14 00 16 00 20 00 

Fig. 872, Twist Drill, with or without Valve. 4 50 5 50 6 60 8 50 1 0 50 12 50 15 00 20 00 

Fig. 864 Fig. 898 Fig. 867 u o ,■ 7 ..... . == 


Size, inches... 

IK 

l'A 1 

2 

2A 

3 

3A 1 

4 

414 

5 

6 

Fig. 864, St’l 

i 










Drive Head 

3 00 

4 50 

6 00 

8 00 

10 00 

12 00 

15 00 


18 00 

25 00 

Fig. 898, Mai. 









Drive Cap... 

60 

75 

1 25 








Fig. 867, C’st 
S’IDri’eSh. 













90 

1 50 

2 00 

3 50 

4 00 

5 50 

6 00 

8 00 

Fig. 867, Mai. 








Drive Shoe.. 



50 

70 

90 

1 15 

1 50 

. 


2 - • 


B*—A1 phahetteel Index Is in front* and Figure Index In back* of Catalogue, 
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Sizes 

Price 

No. 1, to pull 

1 and 2 inch Pipe. 

2 " a •• 

4 00 

5 00 

“ 3, “ 

354 ” 4 • 

15 00 

" 4, “ 

M54 “ 5 •• . 

20 00 

“ 5, “ 

4,454.5 “ 6 “ 

25 00 


Complete with Dies, Price, 
FI*. 1002 


To pull 2,254 and 3 inch Pipe ... 
Extra Dies, per set. 


N. B. —Fig. 861 is furnished without Jack screws. 

Babcock's Pipe Lifter and Holder 

Fig. 884 >4 

jp 


FI* 884 

Price complete, for 1 and 1% inch Pipe, $7.00 
Fig. 1005 


PRICES FIGS. 869 AND 870 


For % inch Pipe, Fig. 869 or 870.. 
“ 1 “ “ 869 “ 870.. 

“ VA “ “ 869 “ 870.. 

“ 15? “ “ 869 “ 870.. 

“ 2 “ “ 869 “ 870.. 


40 00 
300 


FI*. 869, Llftln*Ton*8 


FI*. 870, Sliding Tongs 


500 
600 
7 50 
800 
10 00 


Western Pipe-Lifting Clevis, FI*. 1005 
Price complete 

For 1 and 1 % inch Pipe.«.....«.... 2 00 


use Cipher Words Designating 


pa—lee Code, page# 4 and 8* 

Digitized by Google 


IMPROVED PIPE PULLERS AND HOLDERS 

FIG. 1002 

HORSE POWER PIPE PULLER, WITH BALL BEARINGS, FOR PULLING PIPE 
FROM TUBULAR WELLS 

Jaok Screw Pipe Puller, Fig* 861 


SIzesand Prices, FI* 861 
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THE DElflNG COMPANY, SALEM, OHIO. 


TRIPLEX POWER PUMP REPAIR LIST 

In ordering repairs always give the Shop Number of the Pump, which will be 
fonnd on the Name-plate, together with the Name of the Part, and its Number, as 
given below. On our Later Patterns a Symbol or Pattern Number is cast on each 
Part. Give this also. The Construction of our Triplex Pumps varies considerably, 
so that the Sectional View given below is only Approximate. Hence the above 
instructions should be followed carefully in ordering repairs. 



1. Cylinders. 

2. Guides. 

3. Main Bearing Cap. 

4. Crank Shaft. 

5. Gear. 

6 . Pinion. 

7. Pinion Shaft. 

8 . Pinion Shaft Bearing. 

9. Pinion Shaft Bearing Cap. 

10. Connecting Rod. 


19. Valve Chamber Side Plate. 

20. Suction Pipe Flange. 

21. Discharge Pipe Flange. 

22. Suction Blank Flange. 

23. Discharge Blank Flange. 

24. Tight Pulley. 

25. Loose Pulley. 

26. Collar. 

27. Cylinder Blank Flange. 


11. Connecting Rod Box—Upper Half. 

12. Connecting Rod Box—Lower Half. 

13. Connecting Rod Bushing. 

14. Crosshead Pin. 

15. Plunger. 

16. Stuffing Box Gland. 

17. Valve Chamber 

18. Valve Chamber Top Cover. 


VALVE DETAILS 



Repairs for other Triplex Pomps than shown above and for Deep Well Power Pomps 
should be ordered by specific description of the parts wanted. 


Digitized by Google 
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INDEX TO PRICE LIST OF REPAIRS. 


Our pumps are made to exact templets and gauges so that repairs will fit 
When in doubt as to the proper name of the part, make a sketch ana give dimen¬ 
sions and weight. If the number of casting or the Figure and size, or number 
of pump is not known, be specific in making description. 

Repairs for Pumps not In Price List will be quoted on application. 


KAMI OF PAST. PAGE 

“ACME” Double-Acting Brass Pump- 282 

Air Chambers for Force Pumps.286 

AirCbambe* Nuts.290 

Anti-Freezing Three-Way Force Pumps.279 

Artesian Well Cylinders, Figs. 311 and 324... 278 
Attachments for Wind Mill Pumps. 286 

BANNER and Mascot Pumps-.276 

Bases for Pumps.286 

Bearers or Fulcrums.-. 289 

Bilge Pumps.279 

Boiler Feed Pumps, Hand..280 

Bolts and Screws. 287 

Braces for Well and Wind Mill Pumps. 287 

Brass Cylinders for Cistern Pumps. 276 

Brass Cylinders for Force Pumps. 287 

Brass Plungers for Independent Cylinders 288 

Brass Stuffing-Box Bowls. 292 

Brass Tubes for Iron or Lead Pipe . 287 

Brass Valve Seats. 286 

CAPS, Bottom for Bracket Pumps-. 287 

Caps for Independent Cylinders -. 288 

Caps, Stuffing-Box. 293 

Cistern Pumps. 276 

“ Climax” Double-Acting Force Pumps...- 282 
Cock Spouts for Hand and W. M. Pumps.... 291 

Cross Heads and Links.. 287 

Cylinders or Working Barrels. 288 

Cylinders for Pumps -. 287 

DEEP Well Standards, Figs. 569 and 586 280 
Discharge Funnels for Force Pumps.. 289 

“FARMERS* Favorite** Pump.-277 

Flanges for Bracket Pumps. 289 

Flanges for Suction and Discharge Pipe.... 289 
Fulcrums or Bearers.-. 289 

GATE Pump, Railway, Fig. 687. 283 

“ Giant ’* Thresher Tank Pump, Fig. 554.... 280 

Gland Nuts for Stuffing-Box Caps. 293 

Guides for Piston Rods.-. 290 

HAND and Power Piston Pumps. 281 

Handles or Levers. 290 

Hydraulic Ram, Fig. 690........- 284 


Hrdraermms, Fig. 696.. 284 


NAME 07 PAST, PAGE 

“ IDEAL,** D. A. Oscillating Pumps.— 284 

Iron Tops of Br. Cyl. Force Pumps.291 

Irrigating Pumps, Wind Mill.280 

LEATHERS, Valve and Plunger. 288 

Levers or Handles.290 

Links or Movable Fulcrums...- 289 

MISCELLANEOUS repairs...-286-293 

NEW YORK Brass Pump, Fig. 548..... 280 
Nuts for Spout! and Air Chambers.290 

•‘PEERLESS** Force Pumps.- 277 

Pipe Flanges. 289 

Piston and Connecting Rods.290 

Pitcher Spout Pumps.276 

Pitmans for Hand and Power Pumps.291 

Plungers and Parts for Cylinders. 288 

Plungers without Rod.291 

“ Premium ” Force Pump, Fig. 290. 277 

RAILWAY Gate Pump, Fig. 687 . 283 

Rods for Set-Length Pumps..- 291 

Rotary Pumps, Figs. 574 to 578-.— 281 

SCREWS and Bolts.287 

Sections, Iron Top of Br. CyL Force Pumps 291 

Set-Length Pipes.291 

Shells or Bodies of Cylinders. 288 

Spray Pumps and Outfits. 285 

Spout and Air Chamber Nuts. 290 

Spouts for Hand and Wind Mill Pumps.— 291 

Standards or Stocks. 292 

Stuffing-Box Bowls. -292 

Stuffing-Box Caps and Glands. 293 

Syphon Force Pumps.;.. 278 

THREE-WAY Wind Mill Pumps. 279 

“ Torrent ” Thresher Tank Pump, Fig. 553- 280 

“ Triumph ” Double-Acting Pumps.280, 283 

Tabes, Brass, for Iron or Lead Pipe.287 

Two Cylinder Brass House Force Pump..— 283 

VALVE Seats, Brass.286 

WIND Mill Pump Attachments.286 

Wind Mill Pump Rods..- 290 

Working Heads, Figs. 434 and 439. 279 


Pumps in Repair List, but not Illustrated, are Found In Former Catalogue. 
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PRICE LISTS OF REPAIRS FOR DEMING PUMPS 


Figs. 117, 120, 121, 122, 123, 124 and 127 
CISTERN PUMPS 


• 

Number. 

B 

B 

2 

3 

B 

5 

6 

8 

Cylinder, Iron. 

1 50 

1 50 

1 65 

1 75 

2 00 

2 25 

2 50 

3 50 

Cylinder, Brass. 

4 00 

5 00 

6 00 

7 50 

9 00 




Iron Top Section for Brass Cyl- 







inder.. 

85 

1 00 

1 15 

1 25 

1 50 

1 75 

9 95 


Base. 

75 

75 

75 

85 

1 00 

1 25 

mtm 

1 75 

Bearer. . 

60. 

60 

60 

65 


75 

85 

jgiwn^g 

Lever. 

40 

40 

40 

50 

60 

70 

i 75 


Plunger, except Fig. 122. 

50 

55 

60 

65 

70 

75 

^K3b 

1 00 

Plunger, Fig. 122, Iron. 


75 

80 

90 

1 00 

1 15 

1 25 


Plunger, Fig. 122, Brass. 


2 25 

2 50 

2 75 

3 00 

3 50 



Plunger Rod. 

10 

10 

10 

10 

10 

10 

10 

10 

Bottom Flange for Bracket 









Pumps. 

25 

25 

25 

25 

35 

85 

50 

75 

Brass Tube Valve Seat threaded 









for Iron Pipe, for Fig. 124—_ 

75 

75 

85 

95 

1 15 

1 85 

1 50 

2 00 

Brass Tubes for Iron Pipe, for 









Fig. 120, etc. 

55 

55 

65 

65 

80 

80 

1 25 

200 

Brass Tube for Lead Pipe. 

30 

30 

35 

35 

60 

50 

1 00 

1 50 

Base Nut. 

25 

25 

85 

35 

60 

50 

60 

80 

Lead Pipe Nut. 

25 

25 

25 

25 

85 

35 

50 

60 


Figs. 12S, 126, ISO, 130, 135 and 136 
PITCHER SPOUT PUMPS 


Number 


Cylinder, Fig. 129, Iron. 

Cylinder, Fig. 129, Brass Lined. 

Cylinders, Figs. 135 and 136, Porcelain Lined ... 

Cylinders, Figs. 125 “ 126, Brass Lined. 

Cylinders, Figs. 125 “ 126, Brass. 

Cylinders, Figs. 125 “ 126, Iron. 

Iron Top Section, Figs. 125 and 126, B. C. 

Bearer... 

Lever. 

Base. 

Base Nut. 

Lead Pipe Tube —.. 

Plunger and Rod. 


B 

2 

3 

B 

5 

6 

1 35 

1 50 

1 65 

1 85 



2 00 

2 50 

3 00 

3 75 



1 75 

2 15 

2 75 

3 25 

4 66 

7 50 

1 75 

2 15 

2 75 

3 25 

400 

7 50 

4 00 

5 00 

6 00 

7 00 



1 00 

1 15 

1 30 

1 50 

1 75 

3 50 

75 


1 25 

2 00 



40 

40 

60 

50 

75 

1 25 

40 

40 

50 

50 

60 

75 

65 

75 

85 

100 

1 25 

8 00 

25 

25 

25 

85 

50 

60 

30 

85 

35 

50 

■VyE 

160 

65 

70 

80 

95 

1 60 

200 


Figs. 181 and 180 

“BANNER” AND “MASCOT” PUMPS 


DESCRIPTION OF PART 

Fig. 181 

Fig. 182 


1 75 

126 

78 


1 00 


1 00 

s 


1 25 

25 

100 
- 20S 

Brace Ring. 

Rod Complete... . 

60 

15 

M 

Malleable Eye for Rod. 

- 


Be pairs for Pomps not in Price List will be Quoted on Application. 
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Fics. as*, asi, asa, ass, «m, «n, its an* «ss 

“PEERLESS" DOUBLE-ACTING FORCE PUMPS 



Lever. 

Spout... 

Spout Nut. 

Hose Tube. 

Union Coupling, for Spout. 

Head or Cylinder Casting, Iron. 

Head or Cylinder Casting, Malleable 

Differential Tube. 

Differential Plunger. 

Plunger Rod. 

Bye for Plunger Rod. 

Cap for Air Chamber Pipe. 

Steel Pins, each. 

Deep Well Attachments. 

Lever Link. 

Upper Plunger Rod. 

Lower Plunger Rod. 

Top Cap of Differential Cylinder.... 
Bottom Cap of Differential Cylinder 
Outside Shell of Differential Cylin’r 
Inside Shell of Differential Cylinder 

Stuffing Box Gland. 

Brass Hydrant Screw. 

Hand Wheel. 

Three-way Casting. 

Pipe Sleeve, Rod Guide. 

Pipe Sleeve, Lock Nut. 

Brass Ell for Bottom Discharge. 

Union Nut for Brass Ell. 

Reducer for Head or Cyl. Casting... 

Hydrant Rod. 

Brass Disk for Three way Valve_ 

Rubber Gaskets for Three - way 
Valve, each. 



FI*. S8& 

FARMERS' FAVORITE PUMP 


Air Chamber. 

Top Cap. 

Bearer. 

Cross Head for Rod.. 
Steel Pin for Cross Head 

Rod Links, each. 

Lever Links, each. 

Wood Handle. 

Handle Ball. 

Base. 


4 00 Clamp Ring. 1 15 

1 00 Steel Coupling to Connect Cylinder to 

1 00 Pump. 2 

25 Brass Lined Cylinder Shell. 7 

15 Bottom Cap for Cylinder. . 1 

35 Drop Valve. 2 

50 Plunger. 2 

40 Stuffing Box Gland. 

80 Rod complete. 1 

1 50 


Air Chamber. 

Bearer. 

Rod Links, each.. 
Lever Links, each 

Cross Head. 

Base. 


FI*. £90 

“PREMIUM" PUMP 

. 2 00 Brace Ring. 

. 60 Wood Lever. 

. 20 Handle Ball. 

. 25 Stuffing Box Gland 

. 20 Steel Pin. 

. 1 00 Rod Complete. 


Pumps in Repair List, but not Illustrated, are Found in Former Catalogue. 
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Fig. 811 

ARTESIAN WELL BRASS CYLINDER 



WfEM 

KM 

2K 

m 

3* 


■via 


8 00 

a 75 

4 25 


2 50 

8 00 

4 25 




85 

1 25 




Plunger StoclT.. 

85 

1 00 

1 75 

2 00 


Bottom Nut of Plunger. 

50 

75 

90 

1 50 

2 25 

Cage for Lower Valve. 

85 

1 00 

1 50 

2 00 


Valve Stock. 

1 00 

1 50 

2 50 

8 50 


Brass Ball ValveC 1 , each. 

60 

75 

1 25 

2 00 


Plunger, complete. 

8 00 

4 00 

6 50 

9 00 


Lower Valve, complete. 

2 50 

8 50 

6 00 

8 00 

12 50 


Prices of Cylinder Shells furnished on application. 

Fig. 3S4 ARTESIAN WELL BRASS CYLINDER 


Size. 


EH 

wm 

MEM 

K2S 

KU9 

KJTl 

KJI« 

Top Attachment. 

fH 

ETiiil 

n 


4 

25 

4 

75 

m 

7 

rn 

7 

50 

Bn 

73 

Bfn 

00 

12 

EJ 

Bottom Attachment. 


□ 


6 

Ej 

7 

25 

2 

10 

EJ 

11 


in 

ri] 

IM 

00 

17 

00 


iWiTi] 

1 25 

1 


5 

E3 

□ 

2 

2 

11 

FiTt 

12 



ijj 

Evil 

00 

24 

EJ 

Plunger Stock. 

Flfil 

1 75 3 


6 

ca 

u 

2 


11 

m 

14 


Rrj 


p{| 

oo 

28 

EJ 

r mu r * 

25 

85 



1 

25 

1 

% 

£ 

2 

25 

2 


Vj 

Jrj] 

R] 

75 

4 

50 

i» i w»■elii j t trmmmimm 


75 

1 


3 

ED 

Kj 

£ 


5 

75 

6 


Kj 



00 

8 

50 

Cage for Lower Valve. 


1 25 

1 


5 

ED 

□ 

* 

U 

2 

11 

ED 

12 


Im 

fin 

pjj 

00 

24 

ICH 

Valve Stock. 


fED 

2 


5 

25 


n 

2 

9 

50 

10 


||;1 


EM 

00 

20 

fnl 



75 

1 


a 

EZ 

Q 

% 

2 

m 

ED 

KEJ 


EH 

SI 

E3 

00 

25 

EJ 


Prices of Cylinder Shells furnished on application. 

Figs. 885 and 886 

IMPROVED SYPHON FORCE PUMPS 


Size..... 





2^x12 

8x12 

3fcxl2 

Bearer, Fig. 386 . 

2 00 


■Ha 

EHa 

3 00 

8(0 

3 00 

Bearer Link, Fig. 386 . 

50 

50 

75 

75 

1 00 


1 00 

Lever, Fig. 386. 

1 50 

1 60 

1 75 

1 75 

1 75 

1 75 

1 75 

Flat Rod, Fig. 386. 

60 


60 

60 

60 

60 

60 

Stuffing Box Cap, Fig. 885. 

2 00 




2 00 

2 00 

2 50 

Stuffing Box Cap, Fig. 386. 

2 50 



B^l 

2 50 

2 50 

3 00 

Stuffing Box Gland. 

1 25 

1 25 

1 25 

1 25 

1 25 

1 25 

1 25 

Air Chamber. 

6 00 




600 

6 00 

10 00 

Discharge Funnel. 

1 00 

mwrm 


1 75 

1 00 

1 00 

1 75 

Nut for Discharge Funnel. 

60 

■E9 

60 

60 

50 

50 

60 

Brass Discharge Tube. 

1 00 

■fiM 

1 50 

1 50 

1 00 

1 00 

1 50 

Case or Outside Cylinder. 

7 00 



11 00 

8 00 

800 

12 00 

Hand Hole Plate. 

75 

75 


1 00 

75 

75 

1 00 

Suction Flange .. . 

60 

mM&W 

75 

75 

50 

60 

75 

Top Ring for Cylinder. 

1 00 

BSSI 

1 75 

1 75 

1 00 

1 00 

1 75 

Inside Cylinder, Shell only. 

500 

EX29 


8 50 

6 50 

7 50 

8 00 

Brass Lower Cap for Inside Cylinder... 

200 

2 25 

3 50 

4 00 

2 00 

2 25 

3 50 

Brass Plunger. . 

1 75 

2 25 

2 75 

4 00 

1 75 

2 25 

2 75 

Brass Plunger Rod. 

325 

8 25 

4 50 

4 50 

860 


5 00 

Malleable Fork for Rod. 

75 

75 


1 00 

75 

75 

1 00 

Size. . 

4x12 

5x12 

■beS 

3^x14 

4x14 

5x16 

6x16 

Bearer Fig. 386 . 

3 00 


3 50 





Bearer Link Fig. 386. 

1 00 

■fttfl 






Lever Fig. 386. 

1 75 

KIKfl 






Flat Rod Fig. 886. 

60 

60 

60 





Stuffing Box Cap, Fig. 385 . 

2 50 

■321 

8 50 

2 50 

2 50 

l¥. 7 il 

■LJK!l 

Stuffing Box Cap, Fig. 386. 

3 00 

4 75 

4 75 



. 

. 

Stuffing Box Gland. 

1 25 

■k 

1 50 

1 25 

1 25 

PfVrl 

mnrm 

Air Chamber. 

10 00 

Eli iM 

■rYijjm 

Eblol 

Boioa 

E LI t il 

ITimPil 

Discharge Funnel. 

1 75 

Viil 


1 75 

1 75 

ITYijI 

KY3I 

Nut for Discharge Funnel. 

60 

II 31 

Biol 



KE3I 

^BEuI 

Brass Discharge Tube. 

1 50 

ITTil 



1 50 

mmm 

2 75 

Case or Outside Cylinder. 

13 00 

Eli III 




■Vcfil 

MEEm 

Hand Hole Plate. 

1 00 

1 25 

1 25 

Btvjjjl 


1 25 

1 25 

Suction Flange. 

75 

HViTiM 


75 

75 

HViTiM 


Top Ring for Cylinder. 

1 75 

AEril 


1 75 

1 75 

I'Jrjl 

250 

Inside Cylinder Shell only. 

10 00 

B 1:1 III 


9 50 

BfKjB 

E^Iilil 

IrEuI 

Brass Lower Cap for Inside Cylinder.... 

4 00 

Rm 




EfYul 

in 

Brass Plunger. 

4 00 

WiTil 


2 75 

iduS 

mWom 

Hililil 

Brass Plunger Rod. 

5 00 

KVril 



600 

lYul 

KYi.il 

Malleable Fork for Rod. 

1 00 




hi™ 

Ef 1 ! 

1 50 


Repairs for Pumps not in Price List will be Quoted, on Application, 
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Flfk 410, 410, 415, 410 and 405 
ANTI*FREEZING THREE-WAY WIND MILL FORCE PUMPS 


Standard Complete, with Plat Rod and 
Lever. 

6 inch Stroke. 8 00 

10 inch Stroke. 9 50 

Adjustable Stroke. 10 00 

Bottom Section Complete, with Hydrant 

Top. 10 00 

Standard only, without Top. 3 00 

Standard Top only (Rod Guide). 

6 inch Stroke. 2 00 

10 inch Stroke. 3 00 

Adjustable Stroke. 3 50 

Flat Rod. 1 00 

Lever, 6 inch Stroke. 1 50 

Lever, 10 inch Stroke. 1 75 

Lever or Bearer Link, 6 inch Stroke. 50 

Lever or Bearer Link, 10 inch Stroke_ 75 

Brace. 50 

Platform Base only. 2 50 

Bottom Section, complete with Stuffing-box Cap 
Flange and Union Nut for Elbow. 


Platform Guide Plate. 0 40 

Hydrant Spout, with Stuffing-box (no 

Wheel or Screw). 2 85 

Hydrant Spout, without Stuffing-box. 2 00 

Hydrant Stuffing-box Gland. 85 

Hydrant Hand Wheel. 40 

Brass Valve Screw in Hydrant Top. 1 50 

Bottom Section only (without Stuffing- 

box Pipes, Union or Flange). 3 00 

Pipe Sleeve (Valve Rod Guide). 1 00 

Pipe Sleeve Lock Nut. 30 

Stuffing-box Cap (Bottom Section). 1 00 

Stuffing-box Gland. 85 

Brass Cased Rod. 1 00 

Rubber Gaskets for Two-way Valve, each 30 

Disk for Two-way Valve. 50 

Brass Elbow only (Bottom Discharge)... 1 00 

Union Nut for Brass Elbow. 35 

Pipe Flange.•. 100 

Gland, Brass-cased Rod, Pipe Sleeve, Pipe 
. 800 


Ft*. 484 


IMPROVED DEEP WELL WORKING HEAD 


Head or Main Casting. 

Stuffing Box Cap. 

Stuffing Box Gland.... 

Cross Head. 

Air Chamber. 

Bottom Flange. 


4 00 
1 50 
1 50 

1 75 

2 50 

3 00 


Wind Mill Connection... 

Piston Rod, 10 inch. 

Piston Rod, 16 inch. 

Guide Rods, 10 inch, each 
Guide Rods, 16 inch, each 


0 75 
85 
1 00 
1 15 
1 40 


FI*. 485 


IMPROVED DEEP WELL WORKING HEAD 


Head or Main Casting. 

Stuffing-box Cap. 

Stuffing-box Gland. 

Suction Flange. 

Discharge Flange. 

Cross Head. . 

Wind Mill Connection 


650 
1 50 

1 25 

2 00 

1 25 

2 00 
75 


Piston Rod, 16 inch Stroke. 

Piston Rod, 24 inch Stroke. 

Piston Rod, 30 inch Stroke. 

Rod Guides, 16 inch Stroke, each. 
Rod Guides, 24 inch Stroke, each. 
Rod Guides, 30 inch Stroke, each. 


1 

1 

1 

1 

1 

2 


Figs. 470 and 471 


THE “MARINE” BILGE PUMPS 



Fig 

470 

Fig. 471 

Number. 

2 

4 

2 

4 

DESCRIPTION OP PART 

Cylinder. 

10 00 

15 00 

10 00 

15 00 

Base. 

4 00 

8 00 

6 00 

10 00 

Plunger, complete. 

3 00 

5 00 

8 00 

6 00 

Flange. 

1 00 

1 50 

1 00 

1 50 

Valve for Base. 

1 00 

1 50 

1 00 

1 50 

Valve for Plunger. 

1 00 

1 50 

1 00 

1 50 

Lever Sockets. 

1 50 

200 

1 50 

2 00 

I^ver. 

3 00 

4 00 


400 

Pin for Bearer. 

40 

50 

40 

50 

Pin for Plunger.. 

30 

40 

80 

40 


Pumps in Repair List* but not Illustrated, are Found in Former Catalogue. 
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Figa. 47S and 476 

THE "MARINE" IRRIGATING WIND MILL LIFT PUMPS 


‘Number. 

2 

4 

Number. 

2 

4 

Cylinder. 

10 00 

1 25 

6 00 

1 00 
85 

14 00 
200 
650 

1 50 

1 15 


4 00 

1 00 
50 

1 00 

625 

150 

76 

150 

Top Plate. 

Plunger Valve 

Base. 

Plunger Rod 

Suction Valve. 

Malleable Fork 

Suction Flange. 



NEW YORK* 


Frame. 1 25 

Bearer. 1 00 

Lever. 50 

Cylinder. 4 00 

Stuffing-box Cap. 1 00 

Stuffing-box Gland. 25 

Lower Cap. 75 

Lower Valve Seat. . 60 


Fig. 548 

BRASS LIFT AND FORCE PUMP 


Discharge Nut. 40 

Discharge Tube. 25 

Cross Head. 75 

Upper part of Plunger Rod. 60 

Lower part of Plunger Rod. 75 

Plunger. 1 00 

Lower Valve. 25 


Fig. *>53 

TORRENT” THRESHER TANK PUMP 


Cylinder. 5 00 

Base. 3 00 

Air Chamber Ring Packing. 0 75 

Air Chamber. 3 00 

Closed Nut for Spout 45 

Lever Socket. 75 


Rocker Arm. 75 

Rocker Arm Links, each. 20 

Plungers, each. 1 50 

Rocker Shaft. 150 

Lower Valve Complete. 1 50 

Stuffing-Box Nut. ... 85 

Hose Tube for Suction. 35 

Hose Tube for Discharge. 16 

Brass Thumb Screw. 80 

Wood Lever. 50 

Lower Valve Leather. 1 25 



'GIANT 

S linder. 9 00 

r Chamber for Fig. 555. 2 50 

Front Head. 1 25 

Rear Head. 1 00 

Link. 50 

Wood Lever. 50 

Lever Socket. 75 

Check Valve Caps, each. 25 

Valves, each. 15 


Fig. 554 

DOUBLE-ACTING THRESHER TANK PUMP 

Plunger... 2 25 

Discharge Goose Neck. 75 

Coupling Nut for Goose neck... 60 

Coupling Nut for S ction. 60 

Hose Nut and Tube for Discharge. 50 

Hose Tube for Suction. 85 

Piston Rod Complete.. 75 

Brass Stuffing Box Gland. 50 


Figs. 567 and 587 
HAND BOILER FEED PUMPS 


Cylinder.. 3 00 

Top Cap. 50 

Brass Gland or Bowl. 1 00 

Fulcrum. 75 

Lever. 75 

Iron Plunger. 50 

Metallic Plunger. 2 00 


Plunger Rod. 

Knuckle Joint for Plunger Rod. 

Malleable Link.. 

Base for Fig. 567.. 

Bottom Cap for Fig. 587. 

Metallic Lower Valve. 


75 
25 
20 
1 00 
75 
100 


Figs. 569 and 586 

DEEP WELL FORCE PUMP STANDARDS 


DESCRIPTION OF PART 

Fig. 569 

Fig. 586 

DESCRIPTION OF PART 1 

Fig. 569 

Pig. 586 

Stork 

15 00 

12 00 

Pulleys, t-ach. 

7 50 



1 50 

1 50 

Fly-Wheels. 


15 00 


6 00 

6 00 

Handle for Fly-Wheel. 


3 00 


12 00 

9 00 

Wrist Pin.... T. 

2 00 

2 00 

Pinion ... . 

10 00 

8 00 

Pitman . 

15 00 

15 00 

Pare Plate and Shaft. 



Piston Rod. 

3 00 

3 00 

Crank Shaft .... . 

2 00 

2 00 

Rod Guide. 

2 00 

2 00 

Pinion Shaft. 

4 00 

3 00 

Stuffing-box Cap. 

1 25 

1 25 

Air Chamber. 

4 00 


Stuffing-box Gland. 

1 00 

1 00 

Cock Spout... 

2 50 

2 50 

Brass Cross Head for Piston Rod 

3 00 

3 00 

Plain Spout. 


1 50 





Be pairs for Pumps not in Price List will be Quoted on Application. 
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Flfkl7i 571,576 and 578 


HAND NOTARY.FORCE PUMPS 


Number. . 

1 

2 


4 

5 

6 

Case only. 

4 50 

5 00 


9 00 

10 00 

12 00 

Lid only. 

2 25 

2 50 

BiTjnim 

4 60 

5 00 

600 

Cam with Short Shaft. 

8 50 

4 00 

■ ^n 

600 

6 50 

800 

Cam with Long Shaft. 

3 50 

4 00 

Blnn 

7 00 

8 50 

10 00 

Spout and Cap. 

1 00 

1 00 

1 50 

2 00 

250 

8 00 

Packing Nut. . 

25 

25 

25 

85 

85 

85 

Cap Nuts, each. 

25 

25 

25 

85 

85 

85 

Dnp Screw. 

25 

25 

25 

25 

25 

25 

Priming Screw. 

20 

20 


20 

20 

20 

Metallic Valve. 

1 00 

1 00 

1 25 

1 50 

1 75 

2 00 

Base. 

200 

2 00 


4 00 

500 

650 

Base, Pig 578. 

2 60 

2 50 

2 75 

8 50 

4 00 


Fly Wheel, Fig. 575. 

400 

4 00 

Sfitn 

600 

600 

600 

Fly Wheel, Fig. 674. 

2 00 

2 00 





Fly Wheel, Fig. 678. 

2 00 

2 00 


8 50 

350 


Suction Nut, Fig. 576_ r . 

50 

50 





CvOOAe Neck Fig 676.. 

20 

20 

25 



. 

ftarrcl Attachments Fig 676. . 

75 

75 





Crank. Fig. 576.’.. 

50 

• «> 

■EM 





Fig. 577 

POWER ROTARY FORCE PUMP 


Number. 

1 

2 

3 

4 

5 

6 

Case only... 

4 50 



900 

10 00 

12 00 

Lid only".. 

2 25 


KjYrjm 

4 60 


600 

Cam with Short Shaft. 

8 50 

^F nl 

fir Tr 1 'HI 

6 00 

6 50 

8 00 

Cam with Long Shaft. . 

5 00 

S' vjm 


7 60 

8 00 

12 00 

Spout and Cap". 

1 00 

1 60 

11 

1 60 

1 75 

2 00 

2 50 

3 00 

Valve Seat. 

1 50 

1 50 

2 00 

Bed Plate. 

4 00 


■rvron 

7 00 

8 00 

10 00 

Outside Bearing. 

1 00 


1 25 

2 00 


6 00 

Pulleys, each . 

2 00 



4 00 


5 00 

Metallic Valve. 

1 00 

K rim 

1 25 

1 50 

1 75 

2 00 

Packing Nut. 

25 

25 

25 

35 

35 

85 

Cap Nuts, each. 

25 

25 

25 

35 

85 

85 

Brass Drip Screw. 

25 

25 

25 

26 

25 

25 

Brass Priming Screw. 

20 



20 


20 


Figs. 585, 590 and 591 
HAND AND POWER PISTON PUMPS 


DESCRIPTION OF PART 

Fig. 585 | 

Fig. 590 | 

Fig 

.591 

No. 4 

No. 5 

No. 4 

No. 5 

No. 4 

No. 6 

Base. 

2 50 

2 50 

2 50 

2 50 

2 50 

2 50 

Cylinder. 

4 00 

4 50 

4 00 

4 50 

4 00 

4 50 

Crank Case.. 

4 00 

4 00 

4 00 

4 00 

6 00 

6 00 

Outside Lid. 

1 00 

1 00 

1 00 

1 00 

2 50 

250 


2 00 

2 00 

2 00 

2 00 



ptnffing-Roi Nut. , ,,. 

50 

50 

50 

50 



Stuffing-Box Gland. 

75 

75 

75 

75 

1 25 

1 25 

Air Chamber. 

2 00 

2 00 

200 

2 00 

2 00 

200 

pipe Flange. 

1 00 

1 00 

1 00 

1 00 

1 00 

1 00 

Plunger. 

4 00 

4 50 

4 00 

4 50 

4 00 

4 50 

Shaft. 

3 00 

3 00 

4 00 

4 00 

4 00 

4 00 

Pitman... 

1 00 

1 00 

1 00 

1 00 

2 CO 

200 

Pulleys each. 

4 00 

4 00 

4 00 

4 00 

5 50 

650 

Lower Valve. .... 

50 

60 

50 

60 

60 

60 

Plunger Follower for Deep Well. 

1 25 

1 60 

1 25 

1 50 

1 25 

150 


Pumps in Repair List, but not Illustrated, are Found in Former Catalogue, 
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rifk 601, 60*, 603, 605 and 618 
"TRIUMPH" HORIZONTAL DOUBLE-ACTING FORCE PUMPS 


Cylinder, with Valve Seats and Bushings.., 

Base, with Valve Seats. 

Air Chamber. 

Piston-rod for Figs. 601, 602 and 606. 

Piston-rod for Figs. 603. 605 and 613. 

Pitman, with Strap ana Box, for Fig. 613... 

Pitman for Figs. 603 and 605. 

Rod Guide for Figs. 603, 605 and 613.. 

Piston, with Leathers. 

Front Cylinder Head. 

Back Cylinder Head. f _ 

Stuffing-box Cap (Brass). 

Stuffing-box Gland. 

Valves (Brass). 

Leather Valves, each. 

Lever Socket. 

Malleable Iron Lever and Wood Handle... 

Link. 

Suction Hose, Half Coupling..*.. 

Discharge Hose, Half Coupling. 

Long Bolt for Link. 

Lever Bolts, each. 

Crimped Leather Packings, each. 

Brass Bushings for Suction and Discharge. 

Iron Pipe Nuts. 

Lead Pipe Elbows and Unions, each. 

Brass Thumb Screws, each... 


No. 1 

No. 2 

No. 3 

No. 4 

No. 5 

11 00 

11 00 

11 00 

17 00 

18 00 

4 00 

4 00 

4 00 

7 50 

900 

2 50 

2 50 

2 50 

4 00 

500 

2 50 

2 50 

250 

4 50 

5 00 

3 50 

3 50 

3 50 
1500 

5 50 
15 00 

600 
15 00 

4 00 

4 00 

4 00 

5 00 

5 00 

1 50 

1 50 

1 50 

2 00 

200 

2 00 

2 00 

2 00 

3 50 

4 00 

1 00 

100 

1 00 

2 50 

4 00 

90 

90 

90 

2 00 

8 75 

75 

75 

1 00 

1 25 

1 25 

40 

40 

40 

75 

85 

50 

1 25 

50 

1 25 

50 

80 

1 00 

75 

75 

75 

i 25 

1 25 

2 50 

2 50 

2 50 

800 

800 

25 

25 

25 

35 

35 

90 

90 

1 10 

1 75 

2 50 

75 

75 

90 

1 10 

1 75 

25 

25 

25 

80 

40 

15 

15 

15 

20 

20 

30 

30 

40 

60 

70 

1 00 

1 00 

1 00 

1 25 

1 50 

50 

1 25 

50 

1 50 

50 

1 50 

60 

75 

25 

25 

25 

35 

85 


Fig. 607 

"ACME" DOUBLE-ACTING BRASS FORCE PUMP 


Number. 


1 2 


Cylinder. 

Discharge Valve and Seats, each 

Air Chamber. 

Suction Valve Seat. 

Valves, each. 

Stuffing Box Head. 

Rear Head. 

Piston Rod. 

Piston. 

Suction Nut. 


12 00 
75 
► 00 
3 50 
50 

2 50 
5 00 

3 50 
1 50 

60 


[14 00 
1 00 
12 00 
4 00 
50 
3 50 
8 00 , 
3 50 
2 00 


Number. 

1 

2 





65 

80 


mm 

60 


55 

66 

Cap Nut for Air Chamber. 


80 

Stuffing Box Gland. 

50 

50 

Drain Tube for Base. 

20 

20 

Base. 

1 25 

I 50 

Lever. 

175 

25 

1 75 

Lever Link. 

25 

Lever Socket. 


50 


Fig. 608 

"CLIMAX" DOUBLE-ACTING FORCE PUMP 


Number 


1 


2 


Cylinder... 

Lower Valve Seat 

Front Head. 

Rear Head. 

Base. 

Air Chamber. 

Plunger. 

Piston Rod. 


4 00 
1 50 
1 00 
75 
1 50 
1 50 
1 00 
\ 00 


5 00 
1 50 
1 00 
75 
1 50 
1 50 
1 00 
3 00| 


Number... 

1 


Lever. 


Lever Socket... 



f f ppij 1)11 f 1 jil iiwil i ilHVi 


Stuffing-Box Gland.. 



N. B.—New style Climax Pump has bolted cylinder heads. This point distinguishes it from 
the old style, which has screwed cylinder heads. State which “ style ” in ordering repairs. 


Repairs for Pumps not in Price List will be Quoted on Application. 
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Fic.609 

“TRIUMPH,” HORIZONTAL DOUBLE-ACTING POWER FORCE PUMP 


Number. 

1 

2 

3 

. 4 

DESCRIPTION OF PART 

Bed Plate with Shaft Caps. 

16 00 

16 00 

16 00 

18 00 

Cylinder with Valve Seats and Bushings . 

11 00 

11 00 

12 00 

17 00 

Base with Valve Seats. 

3 00 

3 00 

4 00 

6 00 

Air Chamber. 

2 50 

2 50 

2 50 

4 00 

Piston Rod. 

3 00 

3 00 

3 00 

4 50 

Piston with Leathers. 

2 00 

2 00 

2 00 

8 50 

Front Cylinder Head. 

1 50 

1 50 

1 50 

3 00 

Back Cylinder Head. 

1 00 

1 00 

1 00 

2 00 

Stuffing-box Cap (Brass). 

75 

75 

1 00 

1 25 

Stuffing-box Gland. 

40 

40 

40 

75 

Valves, Brass, each. 

50 

60 

50 

80 

Crank Shaft. 

5 00 

5 00 

5 00 

7 00 

Yoke. 

5 00 

5 00 

5 00 

6 00 

Gear Wheel. 

5 00 

5 00 

5 00 

5 00 

Pinion. 

1 25 

1 25 

1 25 

1 25 

Pulleys, each. 

6 00 

5 00 

5 00 

6 00 

Pitman. 

2 50 

2 50 

2 50 

3 50 

Suction Hose, Half-Coupling. 

90 

90 

1 10 

1 75 

Discharge Hose, Half-Coupling. 

75 

75 

90 

1 10 


Fig. 612 


TWO-CYLINDER BRASS HOUSE FORCE PUMP 


Number . 

1 

2 

8 


10 00 

12 50 

15 00 

2 25 

1 25 
50 

1 00 
20 

Discharge Funnel.. 

1 00 

1 75 

1 00 

Coupling Nut for Discharge Funnel. 

75 

Stufimg'Box Glands, eachT. . 

50 

50 

Walking Beam. 

1 00 

1 00 

Fulcrum Links, each. 

20 

20 

Knuckle Joint on Piston Rod. 

25 

25 

25 

3 00 

Lever Complete . 

3 00 

3 00 


1 25 

1 25 

1 50 

Brass Seat. 

3 00 

4 50 

6 00 

Brass Suction Fll . 

1 50 

150 

50 

175 

75 

75 

2 75 
60 
225 

Suction Nut.. 

50 

Suction Tube. 

60 

60 

Brass Tube Cylinders, each. 

1 75 

2 25 

60 

piston Rods, each. 

60 

Plungers, each. 

1 50 

1 75 


Fig. 687 

RAILWAY GATE PUMP 


Cylinder . 

Valve Case. 

Valve Cap. 

Suction Valve.. 

Discharge Valve. 

Bearer. 

Links, each. 

Cross Head . 

Brake. 

Piston Rod. 

Plunger Irons, each, 


16 00 
550 
1 00 
1 25 
1 50 
4 00 
1 00 
75 
1 00 
100 
85 


Pumps in Repair List, but not Illustrated, are Found in Former Catalogue, 
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Fig. 600 

IMPROVED HYDRAULIC RAM 


Brass Impetus Valve and Case, complete... 6 00 8 00 10 00 

Brass Impetus Valve only. 100 1 75 2 25 

Brass Nut on end of Valve. 30 80 85 

Brass Adjusting Nut. 50 50 60 

Brass Lock Nut.. 20 20 30 


Air Chamber. 8 00 

Discharge Cap Nut. 25 

Discharge Coupling Nut. 25 

Discharge Tube. 60 

Drive Coupling Nut. 25 

Drive Tube. 60 

Brass Screws, each. 20 

Inside Valve Complete. 18 

Iron Impetus Valve Case. 

Cap for Impetus Valve Case. 

Water Chamber. 

Large Rubber Washer for Impetus Valve. 

Small Rubber Washer for Impetus Valve. 

Drive Flange. 

Discharge Flange. 

Blank Flange. 



Fig. 60S 

THE DEMING HYDRAERAM 


Air Chamber.. 

Impetus Valve, complete, fitted. 

Discharge Coupling Nut, or Flange. 

Drive Pipe Coupling Nut, or Flange. 

Discharge Pipe Tube. 

Drive Pipe Tube. 

Discharge Tight Cap, or Flange. 

Discharge Valves.. 

Impetus Valve Cap with Seat.. 

Impetus Valve Arm. 

Impetus Valve Seat and Ring. 

Impetus Valve and Stem. 

Impetus Valve Stroke Adjusting Nut.. 

Impetus Valve Locking Screw .. 

Impetus Valve Fulcrum Pin with Bushings 



♦ Nos. 10, 15 and 20 Repair List not given above on account of not having made these sizes. 
Figs. 570, 578, 670 and 678 

THE IDEAL DOUBLE-ACTION OSCILLATING FORCE PUMPS 


Shell, Iron.. 

Shell, Brass. 

Lid, Iron.. 

Lid, Brass .. 

Suction Valve Seat (“A” piece).. 

Valves, each.. 

Wing Plunger, Iron Shaft. 

Wing Plunger, All Brass. 

Stuffing Box Nut . 

Stuffing Box Gland... 

Malleable Lever. 

Pipe Flanges, each. 

Base. 

Air Chamber. 

Cock Spout (Nos. 0, 1 and 2 have Brass 
Bibb Cock).. 



Repairs for Pumps not in Price List will be Quoted on Application. 
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Vies. 649, 669, 668, 669 and 689 
SUCCESS AND PRIZE BUCKET SPRAYERS 


Air Chamber (or Discharge Chamber). 

Cylinder Tube. 

Plunger Tube. 

Plunger and Ball Valve...... 

Foot Valve (Ball Valve and Cage). 

Foot Rest, complete. 

Handle. 

Stuffing Box Gland.. 

Bronze Ball Valves only, for Plunger and Foot Valve . 

Plunger Packing.. 

Stuffing Box Packing. 

Tank and Attachments, complete. 


Figs. 529, 649, 550, 645, 651 and 664 

BARREL SPRAYERS FOR ORCHARD AND GARDEN 


Top Section 


Air Chamber. 

Lever, or Handle. 

Fulcrum or Rod Link. 

Stuffing Box Cap. 

Stuffing Box Gland. 

Plunger Rod.. 

Plunger Rod Connection. 

Plunger, complete . 

Plunger Crimp Packing.. 

Bottom Attachment, with Valve 

Suction Strainer.„. 

Suction Pipe. 

Agitator, complete. 



Figs. 610 and 614 

TANK SPRAYERS FOR ORCHARDS AND PARKS 


Cylinder.. 

Valve Chamber Caps, each. 

Stuffing Box Head. 

Stuffing Box Head, with Guide for 

Fig. 614. 

Stuffing Box Gland... 

Blank Head. 


Lever Socket.. 
Lever. 


Fulcrum Link. 

Plunger. 

Plunger Rod. 

Cross Head. 

3 50 Suction Valves, each. 

1 00 Discharge Valves, each. 

1 00 Suction Coupling Nut. 

5 00 Suction Hose Tube.. 

1 00 Plunger Crimp Packings, each 

2 00 Suction Strainer. 



Pumps in Repair List, but not Illustrated, are Found in Former Catalogue. 


Digitized by 


Google 


!888S86S8SwS8i 


































































































286 


THE DEMING COMPANY, SALEM, OHIO. 


MISCELLANEOUS PUMP REPAIRS. 

AIR CHAMBERS FOR FORCE PUMPS 


Well Force Pump, Fig. 192.$ 2 60 

Hand and House Force Pumps, Figs. 501, 

504, 505 and 521. 

For 2, 2 y A% 2*4, 2%, 3, 3% and 2% inch 

Pumps. 2 00 

For 4 and 4*4 inch Pumps. 2 50 

Hand and House Force Pumps, Figs. 430, 

431, 506, 507, 508, 509, 512, 524, 534, 535 
and 546. 

For 2, 2#, 2#, 2&, 3 and 3** inch 


Pumps. 2 50 

For 3*4, 4 and 4*4 inch Pumps. 3 00 

“Torrent” D. A. Force Pumps, Figs. 480 

and 481. 3 50 

Figs. 486 and 487, Nos. 2 and 4. 4 00 

Figs. 486 and 487, No. 6. 8 00 

Wind Mill Working Heads, Figs. 432 and 

433. 6 00 


Double-acting Force Pumps, Figs. 542 and 


543. 

For 2, 2#, and 2*4 inch Pumps.$ 2 50 

For 2% and 3 inch Pumps... 3 50 

For 3*4 inch Pumps.. 5 00 

For 4 inch Pumps. 6 50 

For 4*4 inch Pumps. 8 00 

Well and Wind Mill Force Pumps, Figs. 

223, 239, 241, 406 and 407. 2 50 

Fig. 231.. 3 00 

Figs. 233 and 427. 4 00 

Deep Well Working Head, Fig. 435. 

No. 1. 8 00 

No. 2. 15 00 

Deep Well Force Pump, Fig. 569. 4 00 


ATTACHMENTS FOR WIND MILL PUMPS 


Flat and Round Rod Couplings...,. 0 50 

Slide for connecting to Wind Mill Wood Rod. 50 

Turned Malleable Pins for Wind Mill Pumps. 10 


BASES 


Well Pump, Fig. 192. $ 1 00 

Well Pumps, Figs. 201 and 203. 

Nos. 1 and 2. 75 

No.*.. 85 

No. 4. 1 00 

Hand Force Pumps, Figs. 502, 504, 506, 508 
and 512. 

Nos. 1 and 2... 1 00 

No. 3.. 1 25 

Nos. 4 and 5. 1 50 

Hand Force Pumps, Figs. 530 and 534. 

Nos. 0 and 1. 1 00 

Nos. 2,3 and 4. 1 25 

H Jd Force Pumps, with Wind Mill top, 

Fig. 430. 

No. 2. 1 00 


No. 3. 1 25 

Nos. 4 and 5. 1 50 

“Torrent” Double-acting Force Pumps, 

Figs. 480, 486 and 487. 

No. 2. 2 25 

No. 4. 3 00 

No. 6. 4 00 

Wind Mill Pump, Fig. 395. 1 00 

Boiler Feed Pump, Fig. 592. 6 00 

Deep Well Pump, Fig. 586 . 6 00 

Deep Well Working Heads, Figs. 432 and 

433 . 3 00 

Heavy Deep Well Working Head, Fig. 

435. 

No. 1.. 3 00 

No. 2. 5 00 


BRASS VALVE SEATS-FOR FORCE PUMPS 


Nos. w .. 

1 

2 

3 

4 

5 

6 


Hand Force Pumps, Figs. 502, etc. 

House Force Pumps, Figs. 520, etc. 

Wind Mill Force Pump, Fig. 431. 

0 75 

75 

0 85 

85 

85 

1 15 

95 

1 15 

1 50 

1 15 

1 50 

2 00 

1 35 

2 00 

1 50 


Repairs fo^* Pumps not in Price List will be Quoted on Application* 
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MISCELLANEOUS PUMP REPAIRS—Continued 


BOLTS AND SCREWS 


Cap Screws and Set Screws. 0 08 

Lever and Bearer Bolts. 08 


BRACES 

Set-length and Wind Mill Pumps and 


Shallow Well Pump Standards. 0 60 

Deep Well Pump Standards. 

Figs. 227, 230 and 231. 60 

Heavy Deep Well Pump Standards. 

Figs. 232, 233, 426 and 427. 75 


BRASS TUBES, FOR IRON OR LEAD 
PIPE 

Brass Tubes for Iron Pipe for Cistern and 


Force Pumps, 1 inch. 0 55 

134 inch ... . 65 

134 inch. 80 

2 inch. 1 25 

254 inch. 2 00 

Brass Tubes for Lead Pipe for Cistern, 
Pitcher and Force Pumps. 

1 inch. 0 30 

134 inch. 35 

1J4 inch. 50 

2 inch. 1 00 

254 inch. 1 50 


CAPS 

(BOTTOM FOR BRACKET PUMPS) 

Force Pumps, Single-acting, Figs. 500,50L 
531, 535,520, 521, 524 and 587. 


2 and 2J4 inch. 0 75 

254, 2K and 3 inch. 1 

834 and 334 inch. 1 

8% inch. 1 

4 inch. 1 

434 inch. 2 


Brass Flanges and Caps double the above 


CROSS HEADS AND LINKS 

Well Pumps with Tight Top, Well Force 
Pumps, Hand Force Pumps, etc., 
including Figs. 192, 199. 203, 213, 214, 
215, 219, 223, 228, 229. 239, 502 to 512, 
530, 531, 534, 535 and 587. 

C ross Head. 0 

Links, pair. 

Heavy Deep Well Pump Standards, Figs. 
232, 233 and 234. 

Cross Head. 

Links, pair . 

Brass Cross Head, Fig. 435. 


No. 1. 3 

No. 2.... 3 


Deep Well Pump Standards, Figs. 230 
and 231. 

Yoke. 

Link. 


CYLINDERS, PUMP 


Hand Force Pumps, with Wind-mill Top, 

Figs. 430 and 431. 

Nos. 2 and 3. 5 00 

No. 4. 7 00 

No. 5. 8 00 

Double-acting Hand Force Pumps, with 
Wind-mill Top, Figs. 480 and 481. 

No. 2. 7 00 

No. 4. 8 00 

“Torrent” Double-acting Force Pumps, 

Figs. 486 and 487. 

No. 2. 10 00 

No. 4.12 00 

No. 6. 15 Oo 

Hand Force Pumps, Figs. 502. 503, 504, 

505, 506, 507, 508, 509 and 512. 

No. 1. 3 00 

Nos. 2 and 3. 4 00 

No. 4. 6 00 

No. 5. 6 50 

Brass Cylinders Double List of Iron. 

Hand Force Pumps, Figs. 514 and 515. 

No. 1. 2 00 

No. 2. 2 25 


Brass Cylinders Double List of Iron. 


Hand Force Pumps, Figs. 630, 531,534 and 


535. 

Nos. 0 and 1. 8 

Nos. 2, 3 and 4. 4 


Brass Cylinders Double List of Iron. 

House Force Pumps, Figs. 500, 501, 520, 
521, 524 and 546. 


No. 1. 8 

No. 2. 4 

No. 3. 4 

No. 4. 4 

No. 5. 6 

No. 6. 6 


Brass Cylinders Double List of Iron. 


Double-acting House Force Pumps, Figs. 
541, 542 and 543. 


No. 1. 4 

No. 2. 5 

No. 3. 6 

No. 4. 8 

No. 5. 11 

No. 6. 14 

•• New York ” Brass Force Pumps, Figs. 

558 and 559... 5 00 


Pumps In Repair List, but not Illustrated, are Found in Former Catalogue. 
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MISCELLANEOUS PUMP REPAIRS—Continued 

CYLINDERS OR WORKING BARRELS 


Diameter, inches. & 13 


Shell or Body 


Figs. 300 and 301. 

Figs. 302 and 303, 12 inches long, 

Figs. 302 and 303, 14 inches long 

Figs. 304 and 305 .. 

Figs. 308, with Brass fining. 

Figs 309, with Brass Lining 12in.long 
Figs. 309, with Brass Lining 14in.long 
Figs. 310, with Brass Lining .... 

Figs. 312 and 322, 10 inches long 
Figs. 312 and 322, 12 inches long 
Figs. 312and 322, 14 inches long 
Figs. 312 and 322, 16 inches long 
Figs 312 and 322, 18 inches long 
Figs 312 and 322, 20 inches long 


Bottom Attachments or Caps 

Fitted Outside, Figs. 300, 301, 302, 304, 

308, 309, 310, 312 and 318. 

Fitted Inside, Figs. 303, 305 and 322 

(with Leather Valve). 

Brass Bottom Attchm’ts, fitted outside 
Brass Bottom Attchm’ts, fitted inside 
(with Leather Valve). 

Top Attachments or Caps 

Fitted outside, Figs. 300, 301, 302, 304, 

308,309, 310 and 312. 

Fitted inside, Figs. 303, 305 and 322... 
Brass Top Attachments, fitted outside 
Brass Top Attachments, fitted inside. 
Plungers only—no Bods 

IRON FOLLOWERS 


“A” style. 

“B” and “J” style 
“C” and “L”style. 


All Brass Plungers 


“F” style, for 10 and 12 inch Cylinders 

“B” style . 

“C" style. 

“J” style. 

“L” style. 

Plunger Poppet Valves, Iron. 

Plunger Poppet Valves, Brass. 

Cylinder Ring Packings. 

Plunger Leathers, not Crimped. 

Plunger Leathers, Crimped. 

Lower Valve Leathers. 

Valve Weights and Screws. 

Lower Valves, complete. 

Plunger Cages, Iron. 

Plunger Cages, Brass. 

Plunger Followers, Iron, “A” style . . 
Plunger Followers, Iron, “B” & “J” 

style... • • 

Plunger Followers, Iron, ‘C & L 

style. ......... 

Plunger Followers. Brass, “F’ style.. 
Plunger Followers, Brass, “B” & “J” 

style.. • ■ • 

Plunger Followers, Brass, 4 C” & ‘ L 
style. 


1 75 


4 00 

4 50 

5 00 


75 
1 00 


2 00 


50 
75 
1 50 
1 50 


2 50 
2 25 
2 50 
10 
15 
04 
08 
15 
10 
08 
18 


50 


1 40 
1 65 


2 I 

n\ 

2%\ 

2 H 

3 

3K 

3 % 

4 

1 00 1 15 

1 25 

1 30 

1 35 

1 45 

1 50 

1 65 

1 40 1 50 

1 65 

1 75 

1 85 

2 00 

2 20 

2 40, 

1 70|1 80 

1 90 

2 05 

2 25 

2 40 

2 60 

2 95 

1 90 2 00 

2 15 

2 35 

2 55 

2 75 

2 95 

3 40 

2 60 

2 80 

3 00 

3 25 

3 50 

4 00 

4 50 

5 00 

3 00; 

3 50 

3 75 

4 00 

4 25 

5 00 

5 50 

6 50 

3 50 

4 00 

4 50 

5 00 

5 50 

6 00 

6 75 

8 00 

4 00' 

4 50 

5 00 

5 50 

6 00 

6 75 

7 50 

9 00 

3 00, 

3 25 

3 50 

3 75 

4 00 

4 50 

5 00 

6 25 

3 .50 

3 75 

4 00 

4 50 

5 00 

5 50 

6 00 

7 50 

4 00 

4 50 

5 00 

5 50 

6 00 

6 50 

7 00 

8 50 

4 50 

5 00 

5 50 

6 00 

6 50 

7 00 

7 50 

10 00 

5 00 

5 50 

6 00 

6 50 

7 00 

7 50 

8 00 

11 50 

5 50 

6 00 

6 50 

7 00 

7 50 

8 00 

8 50 

13 00 

75 

75 

75 

75 

75 

75 

90 

90 

1 00 

1 00 

1 00 

1 00 

1 00 

1 25 

1 25 

1 25 

2 00 

2 00 

2 25 

2 50 

2 50 

3 00 

3 50 

4 25 

2 00 

2 00 

2 25 

2 50 

2 50 

3 00 

3 50 

4 25 

50 

50 

50 

50 

50 

75 

75 

75 

75 

75 

75 

75 

75 

1 00 

1 00 

1 00 

1 75 

1 75 

2 00 

2 00 

2 25 

2 50 

3 00 

3 75 

1 75 

1 75 

2 00 

2 00 

2 25 

2 50 

3 00 

3 75 

50 

55 

60 

65 

70 

75 

80 

1 00 

1 50 

1 75 

2 00 

2 25 

2 50 

2 75 

3 25 

4 00 

1 75 

2 00 

2 25 

2 50 

2 75 

3 00 

3 50 

4 25 

. 1 50 

1 50 

1 75 

2 00 

2 25 

2 75 

3 25 

4 00 

. 2 25 

2 50 

2 75 

3 00 

3 50 

4 00 4 75 

5 50 

2 50 

2 75 

3 00 

3 50 

4 00 

4 50 

5 00 

7 00 

2 25 

2 50 

2 75 

3 00 

3 50 

4 00 

4 75 

5 50 

2 50 

2 75 

3 00 

3 50 

4 00 

4 50 

5 00 

7 00 

10 

10 

11 

11 

12 

12 

13 

14 

20 

25 

25 

25 

30 

30 

50 

75 

04 

04 

05 

05 

06 

07 

08 

10 

08 

09 

10 

11 

13 

14 

Hi 

17 

15 

17 

20 

22 

25 

28 

32 

35 

10 

11 

12 

13 

15 

17 

19 

24 

08 

08 

08 

08 

08 

08 

10 

15 

18 

20 

22 

23 

25 

30 

35 

45 

. 28 

29 

30 

32 

33 

33 

37 

39 

50 

50 

60 

i 80 

i 90 

1 25 

1 40 

i 1 60 

. 20 

23 

24 

: 26 

i 28 

31 

39 

i 55 

. 75 

80 

85 

90 

>1 00 

1 10 1 20 

i 1 35 

. 1 00 

1 05 

1 10 

il 15 

* 1 25 

1 351 45 

» 1 60 

. 65 

65 

> 70 

• 75 

i 80 

90 1 00 

i 1 30 

1 40 

1 60 

11 70 

i 1 80 

12 05 

2 30 2 60 

| 

i 300 

1 65 

i 1 85 

, 1 95 

> 2 30 

12 55 

2 90 3 20 

1 4 35 


4 H 


4 80 
7 00 


15 oo: 

18 001 


6 00 
7 50 


20 00 
25 00 


1 75 

2 00 

2 25 

2 00 

2 25 

2 50 

5 00 

6 50 

8 00 

5 00 

6 50 

8 00 

1 50 

1 75 

2 00 

1 75 

2 00 

2 25 

4 50 

5 50 

7 50 

4 50 

5 50 

7 50 



r 

1 50 



5 00 

7 00 

9 66 

6 25 

8 00 

12 00 


8 00 
10 00 
8 00 
10 00 
15 

1 25 
12 
20 

42 
38 
20 
60 

43 

2 75 
75 

1 50 

1 85 


8 40 


00118 00 
00120 00 
00 18 00 
00l20 00 


3 75 


4 75 


1 75 

2 15 


5 00 
7 00 


2 25 
18 
40 
1 00 
60 
25 
85 


6 50 


2 50 

3 25 


8 00 
10 00 


Repairs for Pumps not in Price List will be Quoted on Application. 
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MISCELLANEOUS PUMP REPAIRS-Continued 

DISCHARGE FUNNELS FOR FORCE PUMPS 

Single-acting Force Pumps. 

Figs. 500, 50£ 503, 520. 530 and 531... 1 00 

Double-acting Force Pump, Fig. '>41. 

Nos. 1, 2. 3 and 4. 150 

Nos. 5 and 6 . . 800 


FLANGES (BOTTOM FOR BRACKET 
PUMPS) 

Cistern and Force Pumps, Figs. 431, 503, 

505, 507, 509. 

2. 25 *, and 2 X inch. 0 50 

3, 35*. S% and 3** inch. 75 

4 inch. 1 00 

454 inch . 1 25 


Double-acting Force Pump, Fig. 481. 


254 inch. 75 

3 inch. 1 00 


Double-acting Force Pumps, Figs. 541, 542 


and 543. 

254, 254 and 3 inch. 2 00 

354 inch. 3 00 

4 inch. 4 00 

454 inch. 5 00 


FLANGES, PIPE 

Well and Wind Mill Pump Standards, 

Figs. 230, 231, 232, 233,401,406, 407, 426 
and 427. 0 68 

Deep Well Working Heads, Figs. 432 and 
433. 

For Suction Pipe. I 50 

For Discharge Pipe. 1 00 

Mine and Artesian Well Working Head, 

Fig. 435. 

For Suction Pipe, j \ 

For Discharge Pipe, |JJa2! 


FULCRUMS OR BEARERS 


Well Pump, Fig. 201. 

Nos. 1 and 2. 0 70 

Nos. 3 and 4. 80 

Well Pump, Fig. 198. 75 

We.l Pump, Fig. 210. 90 

Well Pump, Fig. 211. 1 00 

Well Pump, Fig. 212. 1 10 

Tight Top Well Pump, Fig. 203. 

Nos. 2 and 3.. 1 25 

No. 4. 1 50 

Tight Top Well Pumps, Figs. 199 and 213. 1 00 

Tight Top Well Pump, Fig. 214. 1 25 

Tight Top Well Pump, Fig. 215. 1 50 

Well Force Pumps, Figs. 192, 219 and 223. 1 25 
Well Pump Standard, Fig. 224. 

No. 3. 90 

No. 4. 1 00 

No. 5. 1 10 

Tight Top Well Pump Standard, Fig. 228. 

No. 3. 1 00 

No. 4. 1 25 

No. 5. 1 50 

Well Force Pump Standards, Figs. 229, 239 

aud 241. 125 

Deep Well Pump Standards, Figs. 232 and 

233 . 3 00 

Wind Mill Pumps, 6 inch Stroke, Figs. 

394, 395, 401, 403, 420, 421, 423 and 455. 1 50 

Wind Mill Pumps, 10 inch Stroke, Figs. 

394, 895, 401, 403and456. ... 2 00 


Wind Mill Pump, Adjustable Stroke, 

Fig. 419. 2 50 

Wind Mill Force Pumps, 6 inch Stroke, 

Figs. 404, 406, 407, 410. 411, 412, 413, 

414, 415, 416, 417, 418, 422,424,425, 428, 

430, 431, 432, 433, 442, 457, 467, 480 and 
481. 2 00 

Wind Mill Force Pumps, 10 inch Stroke, 

Figs. 404, 406. 407, 410, 411, 412, 413, 

414, 415, 416, 417, 418, 424, 428, 432, 433 
458 and 468 . 2 50 

Wind Mill Force Pumps, Adjustable 

Stroke, Figs. 410 and 412. 2 60 

Heavy Wind Mill Pumps, 6 inch Stroke, 

Figs. 426 and 427. 2 50 

Heavy Wind Mill Pumps, 10 inch Stroke, 

Figs. 426 and 427. 3 00 

Hand Force Pumps, Figs. 502. 503, 504, 

505, 506, 507, 508, 509, 512, 530, 531, 534 

and 535 . 1 00 

Hand Force Pumps, Figs. 514 and 515. 

Nos. land 2. 60 

Movable Links, Figs. 514 and 515. 30 

House Force Pumps, Single-acting, Figs. 

520, 521 and 524 . 1 50 

House Force Pumps, Double-acting, Figs. 

541 and 542. 1 50 

Movable Kulcrums, or Links, for Wind 

Mill Pumps, 6 inch Stroke. 50 

10 inch Stroke. 75 

Long Malleable Links, Figs. 455, 457 and 

467 . 1 00 

Long Malleable Links, Figs. 456, 458 and 

468 . 1 25 


Pumps in Repair List, but not Illustrated, are Found in Former Catalogue. 
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MISCELLANEOUS PUMP REPAIRS—Continued 


GUIDES FOR PISTON RODS 


Single and Double-acting House Force 
Pumps. Figs. 520, 521, 524, 541, 542, 

543 and 546.... 1 00 


“Texas” Deep Well Working Head, Fig. 


436. 

. Double Rod Guide (Rods each). 1 50 

Movable Piston Guide. 4 00 

Deep Well Standards, Figs. 569, 586. 2 00 


Mine and Deep Well Working Head, Fig. 


435. 

No. 1,10 inch Stroke. 4 00 

No. 1,16 inch Stroke. 5 00 

No. 2,16 inch Stroke. 6 00 

No. 2, 24 inch Stroke. 7 00 

No. 2, 30 inch Stroke. 8 00 


LEVERS OR HANDLES 


Open Top Well Pump, Fig. 201. 

Nos. 1, 2 and 3. 

No. 4. 

Open Top Well Pumps, Figs. 198, 210, 211 

and 212. 

Tight Top Well Pump, Fig. 203. 

Nos. 2 and 3. 

No. 4. 

Tight Top Well Pumps, Figs. 192, 199, 213, 

214 and 215. 

Well Pump Standards. Figs. 224 and 228 . 

Well Force Pumps, Figs. 219 and 223. 

Well Force Pump Standards, Figs. 229, 

239 and 241. 

Special Well Pump Standard, Fig. 227- 

Deep Well Standards, Figs. 230 and 231.. 
Heavy Deep Well Pump Standards, Figs. 

232 and 233. 

Well Pumps, with Wind-mill Top, Figs. 

420, 421 and 423. 

Well Force Pumps, with Wind-mill Top, 

Figs. 422 and 442. 

Deep Well Standards, with Wind-mill 
Top, Figs. 426 and 427. 

With 6 inch Stroke. 

With 10 inch Stroke. 


0 75 
85 

1 00 

90 
1 00 


1 00 
1 25 

1 25 
1 50 
1 75 

200 

1 50 

1 50 


1 75 

2 00 


Wind Mill Pumps 6 inch Stroke, Figs. 394, 

"395, 401, 403, 404, 406, 407,410, 411, 412, 

413,414,415, 416, 417, 418, 424, 428, 430, 

431,432, 455, 457, 467, 480 and 481. 1 50 

Wind Mill Pumps. 10 inch Stroke, Figs. 

394, 395, 401,403, 404, 406, 407, 410, 411, 

412, 413, 414, 415, 416, 417,418, 424, 428 
and 432. 1 75 


Wind Mill Pumps, Adjustable Stroke, 

Figs. 410, 412, 419, 456, 458 and 468... 2 00 

Hand Force Pumps, Figs. 502, 503, 504, 505, 

506, 507, 508, 509, 512,530, 531, 534 and 
■535, all sizes. 100 

Hand Force Pumps, Figs. 514 and 515. 

Nos. laud2. 60 


House Force Pumps, Single and Double- 

_i.5__ caa erni tOi Cii -_3 r 


acting, Figs. 520,521,524,541 and 542, 

all sizes..... 2 00 

“New York” Brass Force Pump, Figs. 558 

and 559 . 75 

Hand Boiler Feed Pumps, Figs. 667 and 

587.... 1 00 


NUTS FOR SPOUTS AND AIR CHAMBERS 


For Hand and Wind Mill Pumps. 


1 inch 

1^ inch 

1 1inch | 

2 inch 

2% inch | 

8 inch 

0 25 

0 25 

0 35 

0 50 

0 60 I 

0 80 


PISTON AND CONNECTING RODS 


Well and Wind Mill Pumps. 


Round Polished Iron Rods. 0 60 

Brass Cased Rods. 1 00 

Hand and House Force Pumps. 

Round Polished Iron Rods. 60 

Brass Cased Rods. 1 50 

Stuffing-box Heads, Figs. 446, 447, 448 and 
449. 

Brass Cased Rods. 1 00 

Wind Mill Force Pumps, Figs. 404. 406, 

407,411, 413, 414, 417, 418, 422. 424,428, 

430, 431, 432, 442, 457, 458, 467, 468, 480 
and 481. 

Short Flat Rods. 60 

Wind Mill Lift Pumps, Figs. 394, 395, 401, 

. 403, 419, 420, 421, 423, 455 and 456. 

Long Flat Rods. 75 


“Texas” Deep Well Working Head, Fig. 

436. Polished Iron Rod. 1 00 

Deep Well Working Head, Fig. 433. 

Polished Iron Rod (with Cross Head). 3 00 
Mine and Artesian Well Working Head, 

Fig. 435. 

Solid Bronze Rod, No. 1, 10 inch 

Stroke.10 00 

Solid Bronze Rod, No. L 16 inch 

Stroke. 12 00 

Solid Bronze Rod, No. 2, 16 inch 

Stroke. 15 00 

Solid Bronze Rod, No. 2, 24 inch 

Stroke. 18 00 

Solid Bronze Rod, No. 2, 30 inch 

Stroke. 22 00 

Deep Well Force Pump Standards. 

Figs. 569 and 586. 3 00 


Repairs for Pumps not in Price List will be Quoted on Application. 
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MISCELLANEOUS PUMP REPAIRS-Contlnued 


PITMANS 

House Force Pumps, Single and Double¬ 
acting, Figs. 520, 521, 524, 541 and 
642..*....... 150 

House Force Pumps, with Crank Shaft 
Box. 

Figs. 548 and 546.. 2 00 

Deep Well Pump Standards. 

Figs. 569 and 586.. 16 00 

Mine and Deep Well Working Head, Fig. 

485. 

No. 1,10 and 16 inch Stroke... 6 00 

No. 2,16 inch Stroke. 6 00 

No. 2, 24 inch Stroke. 7 00 

No» 2, 80 inch Stroke. 8 00 

Deep Well Working Head, Fig. 488. 

With 6 inch Stroke. 4 00 

With 10 inch Stroke. 5 00 

“Texas” Deep Well Working Head, Fig. 

436. 

Guide Head and Pitman. 6 00 


PUMP PLUNGERS, WITHOUT RODS 


Hand Force Pumps, Figs. 480, 431, 480, 

481,502,503, 604, 505, 506, 507, 608,509, 

530, 531, 534, 535. 

2, 2% and 8 inch. 1 00 

854 and 4 inch. 1 60 


Iron House Force Pumps, Figs. 520, 521. 
524,541, 542, 543 and 546. 

3 inch and under. 1 00 

854 and 4 inch. 160 

454 inch. 2 50 

Brass House Force Pumps, Figs. 620, 521, 

524, 541,542, 548 and 546. 

8 inch and under. 2 25 

854 inch and over.. 2 75 


RODS FOR SET LENGTH PUMPS 


Open Top Lift Pumps, Figs. 198, 201, 210, 

211 and 212. 0 75 

Close Top and Force Pumps, Figs. 199,203, 

213, 214, 215, 219 and 228. 1 00 


SECTIONS, IRON TOP OF BRASS 
CYLINDER FORCE PUMPS 

Hand Force Pumps, Figs. 502,508,504,505, 


wu, wf, wo auu ui/p. 

No. 1. 2 00 

Nos. 2 and 8. 2 

No. 4.. 4 

No. 5. 4 

Hand Force Pumps, Figs. 530, 531, 534 
and 535. 

Nos. 0 and 1. 2 

Nos. 2, 8 and 4. 2 

Hand Force Pumps, Wind-mill Top, Figs. 

430 and 431. 

Nos. 2 and 3. 2 

No. 4. 4 

No. 5. 4 

House Force Pumps, Figs. 520,521 and 524. 

No. 1. 2 

Nos. 2 and 4. 2 

Nos. 5 and 6. 4 


SET LENGTHS (CAST IRON) 

Well Pumps, Figs. 201 and 203 . 2 


SET LENGTH PIPES 

Length, 3 feet, for Figs. 117 and 130. 

1 in., 0 60; 1# in., 0 75; 154 in., 1 60. 
Length, 454 feet, for Figs. 198,199,210,211, 
212, 213, 214, 215, 219, 223, 420, 421, 422 
and 442. 

154 in., 1 00; 154 in., 1 50; 2 in., 1 75. 


SPOUTS, PLAIN 

Figs. 223, 227,241, 404, 413, 414, 418, 422, 457, 458, 514, 518 and 519.. 0 

Figs. 230, 282 and 426.. 

Fig. 586... 1 


SPOUTS WITH COCKS 


Figs. 407, 411, 417, 424,428, 442,467,468 and 


669 . 2 50 

Figs. 430 and 431; Nos. 2 and 3. 2 00 

Figs. 430 and 481; Nos. 4 and 5. 2 50 

Figs. 480 and 481; No. 2. 2 00 

Figs. 480 and 481; No. 4. 2 50 

Figs. 508,500 and 512; Nos 1, 2 and 8. 2 00 

Figs. 506,509 and 512; Noa. 4 and 5. 2 50 


Fig. 524; Nos. 1,2,3 and 4. 2 

Fig. 524; Nos. 5 and 6... 2 

Figs. 515, 518 and 619. 2 

Figs. 572 and 672; Nos. 0 and 1. 1 

Figs. 572 and 672; Nos. 2, 3 and 4. 2 

Figs. 572 and 672; Nos. 5 and 6. 2 

Figs. 572 and 672; Nos. 7 and 8. 8 


Pumps in Repair List, but not Illustrated, are Found in Former Catalogue. 
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MISCELLANEOUS PUMP REPAIRS—Continued 


STANDARDS COMPLETE 


Well Pump, Fig. 198. 

Well Pump, Fig. 192. 

Tight Top Well Pump, Fig 199. 
Well Pump, Fig. 201. 

Nos. 1 and 2. 

No. 3. 

No. 4. 

Tight Top Well Pump, Fig. 203. 

Nos. 1 and 2. 

. No. 3. 

No. 4.. 


4 75 
8 50 

5 50 


400 
4 50 
500 


475 
5 25 
5 75 


Well Pumps, Fig. 210. . 5 

Fig. 211. 6 

Fig. 212. 6 

Tight Top Well Pumps, Fig. 213. 6 

Fig. 214. 6 

Fig. 215. 7 


Well Force Pumps, Fig. 219. 9 

Fig 223. 10 


Well Pumps, with Wind-mill Top, Fig. 420 7 

Fig.4‘/l. 7 

Fig. 423. 8 

Well Force Pumps, with Wind-mill Top. 

Fig. 422. 10 

Fig. 442. 12 


STANDARDS ONLY 


Well Pumps, Figs. 201 and 203. 

Nos. 1 and 2. 2 00 

No. 3. 2 40 

No. 4. 2 60 

No. 5. 2 75 

Well Pumps. 

Figs. 198 and 199 . 8 50 

Figs. 210, 213 and 420. 8 75 

Figs. 211, 214 and 421. 4 25 

Figs. 212, 215 and 423 . 4 75 

Well Pump Standards, Figs. 224 and 228. 

No. 8. 8 75 

No. 4. 4 25 

No. 5. 4 75 

“Peerless’* Double-acting Force Pumps, 6 00 

Well Force Pumps and Standards, Figs. 

219, 223, 229, 239 and 241. 4 50 

Special Well Pump Standard, Fig 227 — 5 00 

Deep Well Pump Standards, Figs. 230 and 
231. 

Top Section. 3 00 

Bottom Section. 4 00 

Deep Well Pump Standards, Figs. 232, 

233 and 234; also Figs. 426 and 427 
(Wind Mill Top). 

Top Section. 4 00 

Bottom Section. 6 50 

Wind Mill Pump Standards, Figs. 455 and 

456. 4 25 


Wind Mill Pump Standards, Figs. 408 and 


419. 

No. 3. 8 

No. 4. 4 

No. 5.:. 4 

Wind Mill Pump Standard, Fig. 401. 

Top Section. 2 40 

Bottom Section. 8 60 


Wind Mill Lift Pump Standard, Fig 394.. 5 00 
Wind Mill Force Pump Standard, Fig.407 6 09 
Wind Mill Force Pump Standard, Fig. 406 


Top Section. 2 40 

Bottom Section. 8 69 

Wind Mill Force Pump Standards, Figs. 

404 and 411. 

No. 4. 6 50 

No. 5. 7 59 

Wind Mill Force Pump Standards, Figs. 

418 and 428. 6 50 

Figs. 413, 414, 417, 422, 424, 442, 457, 

458, 467 and 468. 6 00 

Geared Deep Well Pump Standard, Fig. 

586. 

Nos. 1, 2 and 3. 12 00 

Geared Deep Well Pump Standard, Fig. 

569. 15 00 


STUFFING-BOX BOWLS, BRASS 

Hand and House Force Pumps, Single and Double-acting, Figs. 502, 503,504,505.506, 507, 508, 

509, 512, 620, 521, 524, 530, 531,534, 535, 541, 543 and 546, all sizes. 1 25 


Repairs for Pumps not in Price List will be Quoted on Application* 
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niSCELLANEOUS PUMP REPAIRS— Continued 

STUFFING-BOX CAPS AND GLANDS 


Csp Olsnd 

Deep Well Pump, Fig. 230. 0 50 . 

Deep Well Force Pump, Fig. 231_ 75 0 50 

Heavy Deep Well Pumps, Figs. 232 

and 426. 90 

Heavy Deep Well Pumps, Figs. 233 

and 427.. 90 60 

Well Force Pumps, Figs. 219, 223, 

229, 239, 241, 422 and 442. 1 00 75 

Hand Force Pumps, Figs. 430, 431, 

480 and 481, 2 inch. 75 

2% and 3 inch. 1 00 

3% and 4 inch. 1 00 

Deep Well Standards, with Fly¬ 
wheel, Figs. 569 find 586. 1 00 

Stuffing-box Heads, Figs. 446, 447 

and 448. 1 00 

Stuffing-box Head, Fig 449. 1 60 


Osp Olsad 

Hand Force Pumps, Figs. 514 and 


515... 0 50 0 50 

“ Texas ” Deep Well Working Head, 

Fig- 436. 1 50 1 50. 

Hand Boiler Feed Pump, Fig. 587.... 50 1 00 

House Force Pumps, Iron. 65 1 00 

House Force Pumps, Brass. 2 25 1 00 

Wind Mill Force Pumps, Figs. 413, 

414, 417, 418, 424, 428, 457, 458, 

467 and 468. 1 00 85 

Wind Mill Force Pnmps, Figs. 404, 

406, 407 and 411... 85 

‘‘ Torrent ’ ’ Double - acting Force 

Pumps, Figs. 486 and 487. 1 50 

Deep Well Working Heads, Figs. 

432 and 433. .. 85 

Deep Well Working Head, Fig. 435. 

No. 1... 1 00 

No. 2. 1 50 



A WELL TOLD TALE. 


Digitized by Google 




































294 


THE DEMING COMPANY. SALEM. OHIO. 


INDEX TO FIGURES 
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SUPPLEMENTARY INDEX 

New (foods, Pages 140A to 140 P 


Fig. Description of Article. Page. 


45254 New “Peerless” Cog Lever Pump for drilled wells. j 

(For complete “Peerless” line, see special circular.) 140A 
45354 New “Peerless” Cog Lever Pump with Three-way 

Discharge Valve. 140A 

(For complete “Peerless” line, see special circular.) 

183 Special Lift Pump with Adjustable Base. 140B 

184 Special Double Acting Force Pump with Adjustable 

Base. 140B 

188 Special Pump Top and Base for Tubular Wells. 140C 

392 “Leader” Set Length Force Pump with Windmill Top. 140C 

382 Light Weight Lift Pump with Windmill Top and Water 

Reservoir. 140D 

398 Set Length Lift Pump with Windmill Top. 140D 

41054 Windmill Three-way Pump with Differential Plunger.! 

(Similar to Fig. 410.) j 140E 

41554 Windmill Three-way Pump with Differential Plunger. 

I (Similar to Fig. 415.) 140E 

1230 Williams Patent Open Top Lift Pump. 140F 

1240 ‘Williams Patent Tight Top Lift Pump. 140F 

1250 Williams Patent Force Pump. 140F 

1260 Williams Patent Open Top Lift Pump. j 140G 

1270 Williams Patent Tight Top Lift Pump. 140G 

1280 Williams Patent Force Pump. 140G 

298 Set Length Lift Pump with Cog Lever Hand Top. 140H 

299 | Set Length Windmill Lift Pump with Cog Lever 

Windmill Top. 140H 

482 “Mascot” Set Length Lift Pump with Cog Lever Hand 

Top. 1401 

483 “Mascot” Set Length Lift Pump with Cog Lever 

Windmill Top. 1401 

488 “Banner” Set Length Lift Pump with Cog Lever Hand! 

Top. I 140J 

489 “Banner” Set Length Lift Pump with Cog Lever 

1 Windmill Top. j 140J 

306 [Deep Well Cylinder from Compression Tank System. 140K 
516 Blue Special House Force Pump. . 140L 

60854 “Climax” Double Acting Force Pump with Air Charger 

for Compression Tank Systems. j 140M 

728 New Plumbers' Force Pump. MON 

758 Plumbers’. Force Pump Attachment. 140N 

594 Hand Boiler Feed Pump. 1400 


i Automobile Rotary Gasoline* Supply Pump for G; 
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